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Counter with Plug-ins 
3/10 9 /day stability 

($)($) (& 

• Display storage for continuous readout • BCD oul 

• Automatic decimal and units indication • 8 standa 

• Frequency extender and time interval plug-ins • Modular 

puts 

ird output frequencies 
design—rack, stack or carry 


N PLUG-INS INCREASE VERSATILITY AND PERFORMANCE OF BASIC COUNTER 


5253A Frequency Converter 


V 5262A Time Interval Unit 



Increases the range of the 5243L Counter 
to 512 MC and retains counter accuracy. 
Plugs in directly and is extremely easy 
to operate. The stability and accuracy of 
the basic counter is retained because 
the converter uses a multiple of the 10 
MC signal from the electronic counter to 
beat with the signal to be measured. So 
simple to use even non-technical per¬ 
sonnel can make frequency measure¬ 
ments to 512 MC quickly and accurately. 
5253A Frequency Converter, $475.00. 



Converts the 5243L Counter into an accurate 
time interval counter with a resolution of 0.1 
microsecond. Also can measure pulse length, 
pulse spacing and time between electrical 
events. Time is read directly on the counter 
with the units and decimal indicated. Also can 
be used as an amplitude discriminator for the 
counter. 5262A, $300.00. 


5251A Frequency Converter, 20 to 100 MC and other plug-in units will soon be 
available to give the 5243L Counter even greater versatility. 


Data subject to change without notice. Prices f.o.b. factory. 


3 ECI FI CATIONS 

Registration: 8 digits in-line with rectangular Nixie 

tubes and display storage. Automatic deci¬ 
mal and units indication 
put Sensitivity: 100 mv rms, minimum 

QUENCY MEASUREMENTS 

Range: 0 to 20 MC (100 to 512 MC with 5253A plug¬ 


in; 20 to 100 MC with 5251A plug-in) 

0.1 a sec to 10 seconds in decade steps 
KC or MC with positioned decimal point 
±1 count ± time base accuracy 

MEASUREMENTS 

Single period, 0 to 1 MC; multiple period, 
0 to 300 KC 

Sec, msec, Msec, with positioned decimal 
point 

±1 count ± time base accuracy ± trig¬ 
ger error/ periods averaged 

10 MEASUREMENTS 

Displays: (f»/f.) times period multiplier 

Range: fi, 0 to 20 MC; fj, 0 to 1 MC in single peri¬ 

od, 0 to 300 KC in multiple period; periods 
averaged 1 to 10 3 in decade steps 


Gate Time: 
Reads-in: 
Accuracy: 

I0D AVERAGE 

Range: 

Reads-in: 

Accuracy: 


Accuracy: 
Scaling: 
Time Base: 


Output Frequencies: 

Operating 
Temperature Range: 

Size: 

Weight: 

Price: 




± 1 count of f» ± trigger error of f 2 divided 
by number of periods averaged 
Factor, by decades up to 10 s , 0 to 20 MC, 
switch selected on rear panel 
Internal time base frequency, 1 MC 
Stability, aging rate less than ±2 parts in 
10 s /week. Less than ±3 parts in 107day 
As a function of temperature, less than 
±2 parts in 10'° per °C from —20°C to 
+ 55°C 

As a function of line voltage, less than ± 5 
parts in 10 10 for ±10% change in line 
voltage from 115 v rms 
Short term, less than ±5 parts in 10 n * 
peak-to-peak with measurement averaging 
time of one second under constant en¬ 
vironmental and line voltage conditions 
0.1 cps to 10 MC in decade steps, switch 
selectable at rear panel 

—20°C to -f 65°C 

163/4" wide x 5V4" high x 16^2" deep 
Less than 40 lbs. 

$2,950.00 


EWLETT-PACKARD COMPANY 

1501 Page Mill Road, Palo Alto, California, Area Code 415, DA 6-7000 
Sales and service representatives in all principal areas; 

Europe, Hewlett-Packard S.A., 54-54bis Route des Acacias, Geneva; 

Canada, Hewlett-Packard (Canada) Ltd., 8270 Mayrand Street, Montreal 


CIRCLE 900 READERS SERVICE CARD 





hp 5243L Solid State 
to 500 MC and 


• All solid state 

• Just 51 / 4 " high with plug-ins 

• ±3/10 ! 7day, ±5/10 lo /shortterm stability 


• 0.1 v sensitivity 

• —20°C to +65°C operating range 

• Remote programming 



New <$f) 5243L Electronic Counter measures 
frequency, period, multiple period average, 
ratio, and multiples of ratio. Unprecedented 
accuracy is attained through new proportional 
oven-controlled crystal time base with stability 
of ±3 parts in 10°/day. 

The basic counter without plug-ins offers a 
maximum counting rate greater than 20 MC, 
with 8 digit resolution. Plug-in units insert di¬ 
rectly into the 5W' high modular cabinet and 
extend frequency measurements to greater 
than 500 MC. Completely solid state, the count¬ 
er weighs less than 40 pounds with plug-in and 
can be carried easily in one hand. 

Full display storage permits a continuous dis¬ 
play of the most recent measured quantity, 
even while counting. The display changes only 
if the measured count changes thus permitting 
faster sample rates. Sample rate is adjust¬ 
able and is independent of gate time. New, 
close-spaced rectangular Nixies reduce the 8 


digit line length to an easy-to-scan 6", while 
preserving full digit size. 

Built-in features of the 5243L include: 

Remote programmability of the time base and 
function controls. 

BCD output for printer, systems use. 

Display storage that gives a continuous read¬ 
out and allows faster sampling. 

Multiple period average to 10' 1 periods for high¬ 
ly accurate low frequency measurements. 
Operating temperature range from —20°C to 
+ 65°C for high accuracy under mobile, re¬ 
mote, or extreme environmental conditions. 
Signal scaling 0 to 20 MC by decade factors 
up to 10 s . 

8 switch-controlled standard outputs with time 
base stability, for local standard applications. 
Space-saving modular design that racks in 
5W', stacks on your bench, gives full access to 
removable etched circuit boards. 
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0243L ELECTRONIC COUNTER 


TIME BASE 


FUNCTION 


PERIOD 

AVERAGE 


GATE 


FREQUENCY 


VOLTS RMS) 


MANUAL 

START 

STOP • 


PLUS IN 


REMOTE OR 

TIME INT. 


Makes more measurements with 
greater accuracy than any other 
counter available today. New hp 
5243L Electronic Counter 

Actual size 


• Measures frequency, time interval, period, multiple period average, ratio, multiple ratio, 
scales by decades 

• Stability: 3 parts in 10 !> /day; 5 parts in 10 10 /short term 

• Measures to 500 MC with plug-in, to 20 MC directly 

• Solid state, just 5V4" high including plug-ins 

• Full storage display on easy-reading, close-spaced Nixies 
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TWO 3-INPUT NOR CIRCUITS, housed in a single TO-5 case, 
contain six individual transistors. Units fabricated by Nippon 
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clock speeds up to h Me. See p 58 COVER 

PULSE DOPPLER RADAR Gives Space Trackers New Capa¬ 
bility. AN/FPS-16 is modified to determine velocity as well as 
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INFRARED-GENERATING DIODE Transmits Television Over 
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several advances reported. Other researchers are exploiting 
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Instruments aboard spacecraft will gather scientific data. The 
first attempt in the $142-million program failed 26 

QUADRUPLE DISH ANTENNA. Unusual cloverleaf design 
gives it a bandwidth of 200 Me to 2,300 Me. The array can be 
used for surveillance as well as communications 28 

TARGET-RANGE SIMULATOR Checks Missile Guidance Sys¬ 
tems. Part of an automatic diagnostic center, this simulator 
provides test signals corresponding to either fixed or moving 
targets. Tests assure reliable operation of complex weapons 
systems, minimize failure probability. 

By P. F. Gudenschwager and S. M. Vidulich, 

General Electric Co. 33 

NON-CUTOFF CIRCUITS Improve Trigger Switching. Arranging 
a trigger circuit so that neither active element cuts off pro¬ 
vides several important advantages. For example, transistor 
burnout from base-to-emitter inverse voltage is avoided. 
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ENGINE TACHOMETER Uses Passive Components. Applicable 
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DESIGNING TRANSISTOR OSCILLATORS for Class C Service. 
Grounded collector Hartley oscillator is attractive in power 
and stable frequency circuits. Technique predicts large signal 
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ELECTRONIC DIFFERENTIATOR Has Low Noise Factor. 
Accurate differentiation in analog computers is beset by tran¬ 
sient, saturation and noise difficulties. New configuration using 
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improvement. By N. D. Diamantides, Goodyear Aircraft Corp. 46 
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CROSSTALK 


Standardization and the IEEE 


STANDARDIZATION is an important activity 
of both the IRE and AIEE. It has both profes¬ 
sional and commerical overtones, inasmuch as 
use of such standards for measurements, defini¬ 
tions and symbols may be required by both 
military and industrial contracts. 

Within both societies, standards are proposed 
by technical committees. In both cases these 
committees are appointed by the president. Roth 
have standards committees to approve proposed 
standards. 

But here the similarity stops. 

The AIEE standards committee reviews 
largely from an administrative point of view, 
while the IRE standards committee sometimes 
undertakes major revision during the review 
procedure. 

Publication practices, too, differ for the two 
societies. The IRE publishes new standards in 
its Proceedings, and makes additional copies 
available at nominal cost. The AIEE publishes 
standards in pamphlet form, sells them to mem¬ 
bers for $1.50, and to nonmembers for $3.00. 

How will standards be handled in the IEEE? 
Several proposals were made during premerger 
discussions. 

It has been suggested that a Standards Com¬ 
mittee be constituted as one of the standing 
committees of the new society. This was not de¬ 
tailed in the merger agreement or in the draft 
constitution. The special 14-man implementation 
committee that will actually merge the two 
societies has broad powers, however. 

We urge the committee to use these powers 
to quickly establish a Standards Committee. 

It has also been suggested that the Standards 
Committee operate along the lines of the AIEE 
Standards Committee. The presently functioning 
Joint Standards Committee of the IRE and the 
AIEE sets such a pattern. 

Some observers have voiced fears that there 
would be too little opportunity under such a setup 
for the high-level detailed work now done by the 
IRE Standards Committee, and that the quality 
of IEEE standards might suffer as a result. To 
counter these fears, it has been suggested that 
chairman of society technical committees be 



named as liaison representatives to the Stand¬ 
ards Committee, and participate in meetings 
of that Committee. This system is presently 
used by the JSC. 

Coming In Our August 3 Issue 

PRACTICALITY. Solid-state display panels are be¬ 
coming more and more useful as designers press for 
improvements in resolution and contrast and simpler 
construction techniques. Next week, a trio of authors 
from General Telephone and Electronics Labs tell 
how they improved electroluminescent panels by using 
nonlinear resistors. 

Another report next week gives details of a prac¬ 
tical way developed at Bendix to stop transistor fail¬ 
ures in magnetic deflection circuits. Also on tap: 
two articles from Japan, on how varactors may be 
used to eliminate distortion in klystrons and how to 
build practical tunnel-diode logic circuits, an English 
technique for pulse-length discriminators and a re¬ 
port on a new Sola Electric power supply. 
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Something 

NEW 

in counting 


Sprague type 73Z1 
core-transistor 


DECADE 

COUNTERS 

Here is a simple yet versatile, low-cost 
yet reliable component for counter ap¬ 
plications. Counting to speeds of 10 kc, 
the 73Z1 decade counter provides an 
output signal for every 10 input pulses, 
then resets in preparation for the next 
cycle. For higher counting, two or more 
counters may be cascaded. Typical char¬ 
acteristics are shown below. 


CHARACTERISTIC 

INPUT 

OUTPUT 

Amplitude 

1.5 to 8 volts 

6.5 volts 

Pulse Width 

1 Msec min. 

35 /usee 

Impedance 

100 ohms 

20 ohms 


Utilizing two rectangular hysteresis 
loop magnetic cores and two junction 
transistors to perform the counting op¬ 
eration, the 7 3Z1 counter is encapsulated 
in epoxy resin for protection against 
adverse environmental conditions. It has 
five terminals —B+ (12v ±10%), in¬ 
put, output, ground, and manual reset. 

The 73Z1 counter is available as a 
standard item. However, "customer 
engineered” designs can be supplied 
when other counting cycles, speeds, and 
package configurations are required for 
special applications. 

For complete technical data or applica¬ 
tion assistance on the 73Z1 counter or other 
Sprague components, write to Special 
Products Division, Sprague Electric Co., 
35 Marshall St., North Adams, Mass. 


SPRAGUE 

THE MARK OF RELIABILITY 


COMMENT 


Mechanical Engineers in 
Electronics 

Being a new subscriber to Elec¬ 
tronics. and a 15-year subscriber 
to Aviation Week , I find Electron¬ 
ics very informative to an old air¬ 
craft engineer. I am in full agree¬ 
ment with the intent of your 
Crosstalk article, What Shortage, 
in the June 8 issue (p 3). 

You mention the truly creative 
engineer who is well grounded in 
theory and the technician who can 
convert a schematic into a bread¬ 
board that works, convert it to 
chassis, handle testing and debug¬ 
ging. But what happened to the 
electronic packaging engineer? If 
the electronic engineer is to con¬ 
cern himself with theory and cir¬ 
cuits, and the technician is to 
assemble breadboards, who is to 
take care of the myriad mechanical 
problems involved, especially in air¬ 
borne and space-travelling equip¬ 
ment? Not the technician, but the 
mechanical (electronic packaging) 
engineer, backed by the thermo- 
dynamicist, the human-factors en¬ 
gineer, the stress engineer, the 
weight engineer, ad infinitum. The 
mechanical engineer can handle 
many of the back-up engineering 
functions except in critical special¬ 
ized areas, such as thermal transfer 
analysis, critical vibration analysis, 
etc. 

The time has come to quit glam¬ 
orizing the electronic engineer, as 
the aeronautical engineer was 
glamorized 25 to 30 years ago. and 
let it be known that he cannot 
operate alone. He needs other types 
of engineers to back him up. 

As an old aircraft structure de¬ 
sign engineer, converting to an 
electronic packaging engineer, I feel 
that an injustice has been done by 
Crosstalk to the many mechanical 
engineers employed in the electron¬ 
ics industry. 

P. J. Grande 

Burbank, California 

The references to the duties of 
electronics engineers and elec¬ 
tronics technicians were given 
only as examples, and there was 
no intention of casting aspersions 
on the work of engineers other 


than electronics engineers. As a 
matter of fact, the editor who 
wrote that Crosstalk article has 
degrees in mechanical engineering 
and physics, and has written a 
book on mechanical design for 
electronics production. He says he 
is well aware of the important con¬ 
tributions that mechanical engi¬ 
neers make in our industry. 


Ultrasound 

Your article on page 24 of the 
June 29 issue, Medical Researchers 
Explore Advances in Ultrasonic 
Diagnosis and Cancer Treatment, 
by Cletus M. Wiley, has brought 
me up to date in the field of ultra¬ 
sound in medicine. Your article was 
exceptionally rewarding to read, 
since my work in medical electron¬ 
ics has been investigating the con¬ 
cept of matching transducers to 
the brain for study of the waves 
as a function of the feedback from 
the human source. 

I would appreciate finding out 
how I could receive the transac¬ 
tions of the symposium on ultra¬ 
sound in biology and medicine. 

Theodore E. Posch 
Marine Corps Air Station 
Cherry Point, North Carolina 

The University of Illinois, which 
sponsored the symposium jointly 
with the Office of Naval Research, 
made tape recordings of the papers 
as they were presented and plans 
to publish a volume of the pro¬ 
ceedings next spring. In charge of 
arrangements is Mrs. Melva Pon¬ 
ton, 212 Biophysical Research 
Lab., University of Illinois, Ur- 
bana, Illinois. 


Transposed Symbols 

In the June 1 Components and 
Materials article, Extending Range 
Of Controlled Rectifiers, the sym¬ 
bols on the graphs appearing on 
page 74 became transposed. In each 
case, the dot-dash-dot symbol should 
refer to "normal” while the dash- 
dash-dash symbol should be “with 
integrated input circuit.” 

Warren R. Davidson 
Transitron Electronic Corporation 
Wakefield, Massachusetts 
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TUNG-SOL 

HIGH 

PERFORMANCE 


GENERAL PURPOSE 
MINIATURE COMPUTER TRIODE 


7719 

Directly replaces parallel-connected 5965 and 7062 twin-triodes 
while providing tnese added advantages for designers of com¬ 
puter circuits: 


• Higher transconductance 

• Much higher plate 
dissipation 

• Very high perveance 


• Very sharp cut-off 

• Linear transfer 
characteristics 

4 Improved reliability 


The Tung-Sol 9-pin miniature 7719 general purpose triode is 
the latest addition to the Tung-Sol family of top-rated, high- 
reliability tubes for computer service. Rated at 6 watts plate 
dissipation, the 7719 incorporates many design and construction 
features which assure computer users the maximum number 
of hours of trouble-free peak performance. 


CHECK THESE ADDITIONAL BENEFITS: 

« Freedom from cathode interface and reduced electrical leak¬ 
age . . . Achieved through use of a passive cathode alloy and 
lower heater power per unit area. 

• Minimization of grid emission . . .The 7719 is designed with 
heavy grid support wire and a double connection to the grid 
for cooler operation allowing use of 1 megohm grid circuit 
resistance. 

« High stability . . . Use of heavier stock plate material assures 
more even distribution of heat and lower plate temperature. 
Cool operation further guaranteed by cool cathode and low 
bulb temperature (175°C at 6 watt dissipation). 

• Very little “island” formation . . . Optimized geometry 
minimizes island formation thereby providing sharp cut-off, 
linearity and high perveance. 

Typical applications of the 7719 are found in totem pole 
amplifiers to drive function-generating potentiometers, cathode 
followers, and multivibrators. Full technical details on the 7719 
are available immediately on request. 


RATINGS 

Heater Voltage (Series) 

12.6±0.8 

Volts 

Heater Voltage (Parallel) 

6.3±0.3 

Volts 

Maximum Plate Voltage 

330 

Volts 

Maximum Plate Dissipation 

6.0 

Watts 

Maximum DC Cathode Current 

40 

Ma. 

Maximum Heater-Cathode Voltage: 

Heater Negative With Respect to Cathode 

Total DC and Peak 

200 

Volts 

Heater Positive with Respect to CathodQ, 

DC 

100 

Volts 

Total DC and Peak 

200 

volts 

Maximum Bulb Temperaturo 

176 

°C 


® TUNG-SOL* 


Technical assistance is available through: Atlanta, Ga.; Colum¬ 
bus, Ohio; Culver City, Calif.; Dallas, Texas; Denver, Colo.; 
Detroit, Mich.; Irvington, N. J.; Melrose Park, Ill.; Newark, 
N. J.; Philadelphia, Fa.; Seattle, Wash. In CANADA: Abbey 
Electronics, Toronto, Ont. 
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Today’s Highest Precision in 
Power Sources, Power Measurement 


(t^iJ 

sierra 



SIERRA MODEL 290C 

Calorimetric Test Set 

Accuracy: 1% limit of error, 30-1000 watts or 2-3% error 10-1500 watts 
Frequency range: DC to 12.4 GC 
Null balance mode for accuracy 
Direct-reading mode for speed 
Differential mode for convenience 
Price: $4,500.00 


Dual water loads available for use with Model 290B 


Model 

Frequency 

Max. VSWR 

Price 

286B 

dc-4 GC 

1.25 

$1600.00 

287A-C 

5.8-8.2 GC 

1.10 

1600.00 

287A-XB 

7.0-10.0 GC 

1.10 

1550.00 

287A-X 

8.2-12.4 GC 

1.10 

1500.00 



MODEL 190A CALORIMETER 

with associated accessories, constitutes another power measuring 
system available from Sierra. Ranges 300, 600, 1500, 3000 watts max., 
water loads available for dc to 12.4 GC. Model 190A, $860.00 


SIERRA MODEL 1223 

RF Calibration Test Set 

Calibrates power measuring devices to 
1% accuracy (probable accuracy 0.5%). 
Includes six power sources, six power 
monitors (i.e., transfer standards), 
power and frequency selector, 
and associated units. 

Frequencies: 30, 100, 300, 400, 

500, 1300 MC 

Power ranges: Six ranges for 30 to 500 MC 
(5, 15, 30, 60, 100, 125 watts) 

Four ranges at 1300 MC 
(5, 15, 30, 60 watts) 

Price: $15,000.00 


SIERRA MODEL 215A 

VHF-UHF Power Sources 

Output continuously adjustable 10% 
to 100% of maximum 
Frequency dial accuracy: ±2% 
Reset accuracy: 0.1% 
Modulation: External sine or square wave 
Frequency stability: ±0.05% 
Power output: 50 w nominal, 35 w minimum 
Price: $3,300.00 




PHI LCQ 

sflBa 

SIERRA ELECTRONIC DIV. 

Model 

Frequency Range 

A SUBSIDIARY OF 

<3 

7697A BOHANNON DRIVE, MENLO PARK, CALIF. 

Phone, Area Code 415, 326-2060 

215A-50 

25-50 MC 


215A-150 

50-150 MC 



215A-470 

150-470 MC 



215A-1000 

470-1000 MC 
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ELECTRONICS NEWSLETTER 


New Family of Rectifiers Are Reversible 

REVERSIBLE RECTIFICATION is provided by a new family of 
semiconductor devices reported by J. O. Kessler, of RCA Labora¬ 
tories, at the solid state conference in Durham, N. H. (for other 
reports, see p 24). Called flexodes, they have highly diffusive 


dopants which drift and form junc¬ 
tions when electrical fields are ap¬ 
plied. 

When a flexode, normally a re¬ 
sistor, is warmed by d-c, it becomes 
a rectifier with forward direction 
corresponding to the easy flow of 
the applied current. If the current 
is reversed, it reverts to a resistor, 
then becomes a rectifier in the op¬ 
posite direction. The cycle is re¬ 
peatable, Kessler said, and signals 
below breakdown do not affect such 
switching. 

Spontaneous back resistance de¬ 
cay can be halted by intermittent 
application of current in the appro¬ 
priate direction or by cooling. Flex- 
odes with decay rates ranging from 
no change during one month at 
room temperature to 50 percent in 
a few minutes have been made. Ger¬ 
manium-base materials and lithium 
dopes are being used at present. 

Among applications suggested by 
Kessler were adaptive devices 
whose functions can be changed 
after installation in circuits, tailor- 
made devices and, for information 
systems, multicontact, monolithic 
learning elements. 


stated they switched to GE from 
Sperry Rand because of a disagree¬ 
ment over control of Remington 
Univac of Japan. Toshiba had 
wanted to control the joint-venture 
firm by holding 70 percent of the 
company stock, split half and half 
between Toshiba and Mitsui Ampe- 
sand Co. 

Germany Begins Building 
Telstar Ground Station 

BONN —The Post Office’s Central 
Communications Division is begin¬ 
ning construction of Germany’s 
first satellite communications trans¬ 
mitting and receiving station, at 
Raisting, Upper Bavaria. 

It will have three revolving an¬ 
tennas. Results with the first, a 
modified horn 80 feet in diameter, 
will determine design of the other 
two. When completed, the station 
will use two antennas simultane¬ 
ously for smooth tracking transi¬ 
tion from a satellite going below 
one horizon to a satellite ap¬ 


pearing on the opposite horizon. 

The station will transmit on pres¬ 
ent Telstar tv frequencies. Each an¬ 
tenna will carry 12 tv and 60 tele¬ 
phone channels. Cost is about $6 
million, of which $2 million will be 
spent in the U. S. for hydraulic and 
antenna control systems. 

Congressmen Uphold Navy 
In Contract Controversy 

Washington —The House Armed 
Services Committee investigations 
subcommittee has concluded that 
the Navy was justified in awarding 
a production contract to Collins Ra¬ 
dio Co. for production of 641 uhf 
AN/PRC-41 radio sets without 
seeking competition from other 
sources (p 7, July 6). 

The subcommittee accepted the 
Navy’s claim that urgent need for 
the radio equipment made it neces¬ 
sary to award the production con¬ 
tract to Collins, which had handled 
R&D on the project. But it criti¬ 
cized the Navy’s policy of withhold¬ 
ing specifications for the equipment 
from competing electronics firms. 

NEMA Is Creating 
Power Supply Section 

new YORK —National Electrical 
Manufacturers Association will or¬ 
ganize a new section for electronic 
power supply manufacturers at a 
meeting August 23 at the Statler 


Japanese Negotiate to 
Produce U. S. Computers 

TOKYO —Technical licensing agree¬ 
ments between Nippon Electric Co. 
and Minneapolis-Honeywell, for 
manufacture of the U. S. company’s 
computers by the Japanese firm, 
have been completed. Nippon Elec¬ 
tric’s contract calls for a minimum 
royalty payment of $1.5 million, 
with five percent of sales as licens¬ 
ing fees. 

(Minneapolis-Honeywell an¬ 
nounced in the U. S. that both firms 
will have access to each other’s data 
processing technology.) 

Negotiations to manufacture 
large computers are likely to be con¬ 
cluded soon between Toshiba and 
GE, and Hitachi and RCA. Toshiba 


Can Nuclear Explosions Melt Cables? 

CONCERN SEEMS to be mounting in industry over the possibility of 
communications, control and power wires being melted by the 
effects of electromagnetic pulses created by nuclear explosions. 
The pulses are understood to travel considerable distances. 

Some sources believe that current induced in wire by high-yield 
explosions may have enough amplitude to induce peak currents 
beyond the carrying capacities of wires and cables normally used. 
Underground cables might not be immune. 

The generation of current pulses in power lines has been ob¬ 
served during ordinary chemical explosions. It is possible that 
nuclear explosions result in a high-power extension of the same 
generating principle. 

Transients and other effects on electronic equipment are also 
created by blast radiation. Those hazards have been documented 
(see, for example, Electronics, p 62, Feb. 10, 1961; p 40 July 22, 
1960, and p 81, Dec. 4, 1959) and are being given increasing atten¬ 
tion by component and equipment designers 
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Hilton Hotel, Los Angeles, during 
VVESCON. 

B. H. Falk, secretary of NEMA’s 
Industrial Electronics and Commu¬ 
nications division, said that to date 
16 manufacturers indicated they 
will attend. Falk said the new sec¬ 
tion is being established because of 
the increasing importance of elec¬ 
tronic power supplies, now ap¬ 
proaching $100 million in total 
sales. 

The section is to develop coopera¬ 
tively statistical and marketing 
data, standards, definitions, specifi¬ 
cations and other common interests. 

Univac Reports 62 Orders 

For Large New Computer 

whitpain township, pa.— Univac 
now has orders for 62 of its new 
large-scale computer, the Univac 
III, it was announced at a demon¬ 
stration of the system last week at 
the Univac Engineering Center. 
Twenty-two are overseas orders. 

First delivery will be to U. S. 
Steel, Pittsburgh, next month. 
Fourteen systems are in production 
for 1962 delivery. Production will 
be stepped up to four a month in 
January. Average monthly rental is 
$ 22 , 000 . 

Main features of the system are 
an executive program that allows 
concurrent programming of several 
operations, self-generated inputs by 
peripheral equipment and high 
processing speeds, such as magnetic 
tape transfer rate of 200,000 digits 
a second and memory cycle time of 
4 /xsec. 

Large Core Memories 
Hit Microsecond Rate 

IBM THIS WEEK announced the de¬ 
velopment of two large core mem¬ 
ories that achieve operating rates 
below a microsecond. One, contain¬ 
ing 1,024 72-bit words operates at a 
rate of 0.7 ^sec. The other, to con¬ 
tain 16,384 words, has attained a 
rate of 0.75 /xsec in tests. Access 
times are between 0.55 and 0.6 /xsec. 

The smaller memory is opera¬ 
tional. The larger one is a full-scale 
engineering model being used in 
studies to further advance com¬ 
puter technology. Both are asyn¬ 
chronous core storage units. 

Three key techniques are: selec¬ 


tion of cores by single selection 
rather than by coordinates, partial 
core switching and the use of new, 
fast-recovery diodes and magnetic 
switches in selection, IBM said. 


Soviets Claim Infrared 
Photography of the Moon 

VIENNA —Soviet astronomer N. F. 
Kuprevich has reportedly made 
some 20 infrared photographs of 
the moon by “probing the lunar sur¬ 
face with infrared beams” and us¬ 
ing a special “television semicon¬ 
ductor tube” and film. 

The photos were made on “white 
nights” at sunrise and showed de¬ 
tails not available in photos made 
with visible light, reported Trud, 
a Soviet paper. An improved tv 
telescope is being built. 


Whirlpool of Coolant May 
Cut Megawatt Tube Sizes 

MENLO PARK, calif.— Significant 
size reductions in superpower 
microwave tubes may result from 
advanced research into cooling 
techniques initiated at Stanford Re¬ 
search-Institute for Rome Air 
Force Base. 

One technique being investigated 
is the use of a boiling coolant to 
which a helical or vortex motion is 
imparted as it passes through the 
cooling system. 

L. Feinstein, director of the 
newly formed Electronic Materials 
Laboratory, says the method can 
dissipate power densities up to 6 
Kw/cm 2 . This would allow mega¬ 
watt-range tube elements to be re¬ 
duced in size by a factor of two or 
three, he said. 


Tube to Use Extended 

Interaction Structure 

air force has awarded Eitel- 
McCullough a $1.3-million study 
contract for the design and develop¬ 
ment of a new superpower micro- 
wave tube. Contract objective is a 
tube capable of delivering continu¬ 
ously one megawatt of average 
power at frequencies over 8 Gc. 
Design will be based on the ex¬ 
tended interaction structure pro¬ 
posed by M. Chodorow and T. Wes- 
sel-Berg, of Stanford University. 


In Brief . . . 

sonar transponder beacons, at the 
ocean bottom, will be used by 
Mobile Atlantic Range System 
ships for positioning. Beacons 
will be made by Bendix. 

S. G. s. FAIRCHILD CO., owned by 
Fairchild Semiconductor and 
S. G. S., of Italy, will start mak¬ 
ing planar and epitaxial silicon 
transistors in Britain this year. 

REPUBLIC AVIATION will develop a 
nuclear, magnetic induction gyro¬ 
scope (p 20, Feb. 16) under a 
Navy contract. 

pravda reports that construction 
will begin soon on the USSR's 
first magneto-hydrodynamic 
power plant. Power output is to 
be in the tens of megawatts. 

navy has awarded RCA Great 
Britain Ltd. a $2-million contract 
for a U. S. radar station at 
Thurso, Scotland. 

major missile awards include $39 
million more to Boeing for Min- 
uteman, $21 million to General 
Dynamics for continued R&D on 
Mauler, and $3 million to Sperry 
Gyroscope to update Talos radar 
receivers. 

packard-bell has a $l-million 
Navy contract for equipment to 
be used by early warning planes 
to interrogate unidentified planes. 
Melabs reports a $4.5-million Air 
Force contract for portable re¬ 
connaissance systems. 

doppler navigation system con¬ 
tracts include an estimated $5.5 
million to LFE Electronics for 
AN/APN-131's and $830,983 to 
Ryan Electronics for AN/APN- 
130’s and parts. 

HAZELTINE has a $4 million order 
for AN/APS-95 airborne early- 
warning radar. 

PRODUCTION contracts totalling 
more than $7 million have been 
awarded Hoffman Electronics by 
Navy for Tacan test sets, sono- 
bouys and radio transmitters. 

NASA HAS ORDERED a Honeywell 800 
and two Honeywell 400 com¬ 
puters, costing $2 million. 
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Proven from Sprague J 



2N2162 2N2163 2N 2164 2N2165 2N2166 2N2167 



SPEED 


SILICON CHOPPER 

TRANSISTORS 

Sprague Surface Precision Alloy Transistors are especially designed for low-level chopper 
applications. Their specifications have been tailored to meet your actual circuit 
requirements. Compare these standard Sprague units with ordinary alloy devices for the 
following characteristics: 

• Low Offset Voltage ®Low Output Capacitance * High Frequency Response 

• Low Dynamic Resistance «Low l CBO • Matched Pairs Available 


TYPE 

Min. BVcbo 
(V olts) 

Max. Icbo 
(Al,a) 

Max. V EC 
(mv) 

Min. hpE 

Max. Cob 
(pf) 

Min. f T 
(me) 

2N2162 

30 

.01 

2 

20 at 1 kc 

10 

14 

2N2163 

15 

.01 

2 

20 at 1 kc 

10 

14 

2N2164 

12 

.02 

1.5 

25 at 1 kc 

10 

24 

2N2165 

30 

.02 

3 

2.5 at 4 me 

10 

10 

2N2166 

15 

.02 

3 

2.5 at 4 me 

10 

10 

2N2167 

12 

.02 

2.5 

4 at 4 me 

10 

16 


For application engineering assistance without obli¬ 
gation, write Transistor Division, Product Market¬ 
ing Section, Sprague Electric Co., Concord, N. H. 


For complete technical data, write Technical 
Literature Section, Sprague Electric Company, 
35 Marshall Street, North Adams, Massachusetts . 


SPRAGUE COMPONENTS 


TRANSISTORS 

CAPACITORS 

MAGNETIC COMPONENTS 

RESISTORS 

MICROCIRCUITS 


INTERFERENCE FILTERS 
PULSE TRANSFORMERS 
PIEZOELECTRIC CERAMICS 
PULSE-FORMING NETWORKS 
TOROIDAL INDUCTORS 


HIGH TEMPERATURE MAGNET WIRE 
CERAMIC-BASE PRINTED NETWORKS 
PACKAGED COMPONENT ASSEMBLIES 
FUNCTIONAL DIGITAL CIRCUITS 
ELECTRIC WAVE FILTERS 


4S-388CR3 



‘Sprague' and.'®' are registered trademarks of the Spragye Electric Co. 
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In this study, Douglas scientists and engineers 
are investigating phenomena in the transition 
region between extremely rarefied and con¬ 
tinuum regimes of hypersonic flow. 

Included are programs for studying the basis 
for a two-fluid rarefied flow theory; aerody¬ 
namic characteristics of selected configurations 
in hypersonic rarefied flow; initial establish¬ 
ment of flow fields about objects entering the 
atmosphere; and the dynamics of vapor gen¬ 
erated by the sublimation of the surface of 
simple shapes in a low density atmosphere. 

A "two-fluid” flow model has been successful 
in aiding the description of shock wave struc¬ 
ture and drag coefficients in low density flows. 

Of career interest to engineers and scientists 

Expanded Douglas participation in major U.S. 
missile and space programs has created a stim- 


RAREFIED GASDYNAMICS 

.. one of more than 500 R&D programs under way at Douglas 

ulating environment in which you can further 
your career. Sponsors of these projects are Air 
Force, Army, Navy, NASA, commercial 
sources, and Douglas. Work areas range from 
pure research, through applied research, devel¬ 
opment, manufacture and test of complete 
systems. Every major engineering and scien¬ 
tific discipline relating to aerospace is involved. 

Send us your resume or fill out and mail the 
coupon. Within 15 days from the receipt of 
your letter we will send you specific informa¬ 
tion on opportunities in your field at Douglas. 



Mr. F. V. Edmonds 
Missile and Space Systems Division 
Douglas Aircraft Company 
3000 Ocean Park Boulevard 
Santa Monica, California 


Please send me full informatioi 
sional opportunities in my field 


Engineering or 
scientific lield_ 


City. 




>ti on 
at Dougl, 


F-5 


las. 
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Why Borg motors let you 


Because you can save money by 
stocking fewer motors. 

Take the new sub-fhp 1060 series*, 
for example. You stock one model and 
several interchangeable gear trains. As 
the torque requirements of your equip¬ 
ment change, you simply select the 
appropriate gear train to vary the out¬ 
put speed, gaining the needed torque 
rating. By stocking spare gear trains— 
instead of extra motors—you use less 
shelf space, you save on inventory. 

*The new Borg 1060 series are sub-fhp, four • 
pole, induction type control motors featuring 
low-inertia, high-resistance, squirrel-cage rotors. 


There’s more to Borg motors than 
gear-train versatility and economy. 
Synchronous, induction, and low- 
inertia types are available. Their torque 
speed relationships meet the exacting 
requirements of instrument and con¬ 
trol applications. And you can depend 
on a Borg motor to outlast any other— 
it’s designed and built for maximum 
severity service. 

Anticipating the problematical, Borg 
motors offer minimum temperature 



shift gears 

rise to counter heat dissipation prob¬ 
lems, optional high-speed shaft ex¬ 
tensions, special outboard bushings, 
special length and diameter shafts for 
gear boxes—and even special paint 
colors to match your equipment. 

If you are snagged by a sub-fhp 
motor problem, the man to see is your 
nearby Borg technical representative or 
Amphenol-Borg Industrial Distributor. 
Or, if you prefer, write R. K. Johnson, 
Sales Manager: 

BORG EQUIPMENT DIVISION 

Amphenol-Borg Electronics Corporation, 

Janesville, Wisconsin. 
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OVERSEAS 
ELECTRONICS 
BUYING 
TO BE CUT 


MILITARY 
ASSISTANCE 
PROGRAM 
CUTS, TOO 


WE HAVE AN 
ANTI-ICBM 
TOO, MR. K 


WASHINGTON OUTLOOK 


DEFENSE SECRETARY MCNAMARA’S new drive to slash 
the Pentagon’s share of the U.S. balance of payments deficit—from $2 
billion last year to $1 billion in three years—will mean a sharp reduction 
in the growing rate of overseas electronics purchases. 

Electronics figures prominently in total procurement overseas of 
major equipment for U.S. forces. This was scheduled to rise from $43.8 
million last year to $57.5 million this year. Purchases of materials, sup¬ 
plies and contractual services, involving some electronics, was expected 
to total $1.2 billion this year. 

McNamara’s office will review all proposed new contracts and deter¬ 
mine whether foreign procurement is “in the national interest” when 
foreign producers underprice domestic bids despite the Buy American 
price differential. 

On goods for use abroad, the Buy American percentage is being 
boosted from 25 to 50 percent. The price differential favoring domestic 
bids on purchases for delivery in the U.S. is unchanged—six percent, 
with 12 percent for small businesses and firms in labor surplus areas. 


OFFSHORE PROCUREMENT under the Military Assistance 
Program is to be reduced at least 50 percent. Expenditures for this and 
the Mutual Weapons Development Program had been scheduled to 
increase from $108 million last year to $117.5 million this year, including 
electronics. Electronics has been playing a more important role in the 
weapons development program (Electronics, p 12, June 22). The big 
drive will be to halt new contracting. The size of this year’s cut may 
be limited since the figures reflect shipments and R&D work on prior 
contracts. 

Grant aid under the Military Assistance Program will not be 
affected by the new restrictions. These shipments of U.S.-made equip¬ 
ment to allies represent exports and are on the plus side of the balance 
of payments. Close to $100 million worth of electronics and communica¬ 
tions equipment is scheduled to be shipped to allies this year, mostly to 
replace obsolete equipment. This is slightly under last year’s volume. 

Electronic items on the latest military grant aid list: AN/GRC, 
SCR, VRC and PRC radio series, Navy-type transmitters, AN/TRC-4 
and TRC-36 radio relays, AN/TRC-35 radio terminals, AN/TCC tele¬ 
phone terminals and AN/FPS-16 radar. 

The U.S. has given its allies $1.8 billion in military electronics and 
communication equipment in the last 12 years. 

KHRUSHCHEV’S CLAIM that the USSR has an anti-missile 
rocket that “hits a fly in outer space” does not impress experts in 
Washington. If U.S. experts have detailed knowledge of Soviet anti- 
ICBM systems, they are keeping mum, but they do feel that U.S. devel¬ 
opment in this field is on a par with or even superior to the Soviet’s. 

They assume Khrushchev meant capability of intercepting a single 
ICBM. The Army’s Nike Zeus system proved it could do that last ■week, 
when it intercepted an Atlas nose cone fired from California to Kwaja- 
lein. The crucial point is whether an anti-ICBM system can cope with 
decoys or a salvo attack on a target. The administration doesn’t think 
Nike—nor any Russian system—can do that yet. Nike’s success is not 
likely to affect plans to hold up on production, but continue R&D. 
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Amphenol Connectors + Intercon® prefabricated 
circuitry = the first full-scale interconnection 
service available to the electronics industry 


Now one man can give you full- 
scale interconnection service. He’s 
your Amphenol Sales Engineer. 

Reason: he now offers Intercon pre¬ 
fabricated circuitry plus a complete 
line of Amphenol electrical connectors. 

Let’s say that you’re responsible for 
the design of an airborne computer 
which will use micro-miniature com¬ 
ponents. By contacting an Amphenol 
Connector Division Sales Engineer, 
you can now expect these services: 

1. You will be provided with recom¬ 
mendations for interconnecting com¬ 
ponents using weldable and solderable 
Intercon pre-fabricated circuitry. The 
Amphenol Sales Engineer will work 
with you in determining circuit lay¬ 
out, tailoring his recommendations to 


your production facilities. He will 
supply prototype Intercon boards and 
continue to work with you through 
test and final approval. 

2 . If the individual modules are to be 
pluggable, he will also recommend 
methods to accomplish this. He may, 
for example, suggest Amphenol micro¬ 
miniature Wire-Form* contacts and 
Strip Connectors* for this purpose. 

3. He will also make recommenda¬ 
tions for inter-system connections. If 
your project involves cable harness 
assemblies, he will work with you in 
determining and recommending the 
best and most economical method, 
utilizing Amphenol’s background in 
the design and manufacture of cable 
assemblies. 


This new full-scale service means 
that you will be able to conserve time, 
avoid duplication of effort and be 
assured of uniform quality levels by 
dealing with one interconnection 
specialist rather than many. 



Weldable-repairable Cordwood module 


Tabs make the difference. Intercon’s 3-D tabs 
allow maximum miniaturization with minimum 
monkey-business. Circuitry lifts up off the board, 
making terminations almost easy—especially help¬ 
ful in multi-layer modules. And, because Intercon 
saves assembly time (up to 80% or more) costs 
go down, profits up. 

*T.M. Amphenol-Borg Electronics Corp. 


crciilllwn Connector Division/ Amphenol-Borg Electronics Corporation 







Get set to eliminate interface problems. And cut 
costs as well. The first Ampex complete tape 
memory system is here: the TM-4111. This new 
precision system wraps up an advanced tape 
transport and new solid state electronics—all in 
one package. It provides users and manufacturers 
alike with complete facility for reading, writing and 
checking digital data in computer formats. The 
electronics are compatible with the most widely 
used computers and are designed to operate at 



maximum densities up to 600 bpi. The transport 
provides the fastest start/stop times yet for a 
medium speed tape unit with special mechanisms 
to prevent tape abuse. Put the two together: You 
have a reliable, rugged, remarkably advanced tape 
memory system. For more data write the only 
company providing tape and recorders for every 
application: Ampex Corporation, 934 Charter 
St., Redwood City, California. Sales and service 
engineers throughout the U. S. and the world. 
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Class of Service 

Thi$ b » fast message 
unless its deferred char¬ 
acter is indicated by the 
proper symbol. 


WESTERN UNION 


TELEGRAM 

W. P. MARSHALL P««e*oe*T 



1201 (1-M) 


The tiling time shown in the date line on domestic telegrams is LOCAL TIME at point of origin. Time of receipt is LOCAL TIME <<♦ point ot destination 


2Nl6l3 USERS WITH DELIVERY PROBLEMS.. 

I . 

1 WE HAVE'IN STOCK FOR IMMEDIATE DELIVERY SUFFICIENT 
^QUANTITIES OF 2Nl6l3 NPN SILICON PLANAR TRANSISTORS TO MEET 
YOUR URGENT REQUIREMENTS. THESE ARE HIGHEST-QUAL ITY UNITS, 
MANUFACTURED AT RAYTHEON/MOUNTAIN VIEW (FORMERLY RHEEM 
SEMICONDUCTOR), AND ARE AVAILABLE AT OUR REGULAR PRICES. 
RAYTHEON/RHEEM 2N1613 IS ALSO AVAILABLE PER MIL-S-19500/131 
(USN). 



1 CALL OR WIRE SALES SERVICE DEPT. RAYTHEON COMPANY , 900 
CHELMSFORD ST LOWELL, MASSACHUSETTS. TELEPHONE 452-8962 
AREA CODE 6l7* TWX LWL 1781X= 

1 _—---------— 


THB COMPANY WILL APPRECIATE SUGGESTIONS PROM IT« PATRONS CONCERNING ITS SERVICE 



l 
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A MESSAGE TO AMERICAN INDUSTRY • ONE OF A SERIES 


Advertising and Industrial “R & D"... 


... An Ominous Contrast 
In Treatment 


This year American industry will spend 
about $12 billion for industrial research 
and development, more than half financed 
by the federal government. This expendi¬ 
ture, continuing and expanding a tremendous 
boom in what has been called the industry of 
discovery, will spawn a veritable flood of new 
and better products, processes and equipment. 

This year American industry will spend 
about $12 billion for advertising of all 
kinds. This is roughly the same amount that 
industry will spend for research and develop¬ 
ment. 

Without a companion expenditure for 
advertising, the heavy expenditure for in¬ 
dustrial research and development woidd 
he, in large part, useless. Advertising pro¬ 
vides a crucial link in the process in getting the 
results of most of the research and development 
in the form of new products, processes and 


equipment to the companies and people who 
can make effective use of them. 

How Advertising & R & D Team Up 

This creative relationship between industrial 
research and development and advertising has 
recently been stated by Neil H. Borden, Pro¬ 
fessor of Marketing in the Harvard University 
Business School, in this way: 

“The pace at which new and improved prod¬ 
ucts are introduced now is far beyond anything 
we knew in pre-war days. A growing, expanding 
technology is upon us. This is the era of indus¬ 
trial research. The likelihood of survival of a 
corporation today depends upon its efforts in 
research and development of new and improved 
products and processes . . . 

“This increasing emphasis on new products 
tends to increase the importance of advertising 
and aggressive marketing in an economy such 



as ours. Were industry to be curbed in its oppor¬ 
tunity fully to exploit the new products which 
it is bringing to the market, the urge to develop 
the new would undoubtedly be decreased and 
the processes that bring about economic growth 
would be harmed.” 

Of course, the selling role of advertising is 
by no means limited to the selling of the new 
products resulting from research and develop¬ 
ment. It plays a key part in finding the customers 
for and completing the sales of many long estab¬ 
lished products and services. But it remains true 
that it provides an absolutely essential link in 
the process required to give a large part of our 
expenditure for research and development prac¬ 
tical usefulness. 

An Ominous Contrast 

In view of the Siamese-twin economic 
relationship between industrial research 
and development and advertising, one 
might expect to find a comparable attitude 
of encouragement toward the two lines of 
endeavor among the policymakers in our 
National Capital. But here, strangely 
enough, we encounter a dramatic and omi¬ 
nous contrast. 

There is virtually universal approval 
and encouragement of research and devel¬ 
opment. Ever increasing governmental appro¬ 
priations for R & D go sailing through Congress 
with the greatest of ease. Federal appropriations 
for research and development have increased 
fourfold since 1955, topping $10.5 billion in 
the fiscal year ending June 30, 1962. 

The desirability of tax arrangements which 
encourage R & D by business firms finds no chal¬ 
lenge. There was no opposition to that part of 
the 1954 revision of the tax code which per¬ 
mitted businessmen to treat R & D expenditures 
as expenses instead of charging them to their 
capital account. 

Advertising, in contrast, is regarded as a 


prime target for the imposition of legislative 
restrictions and financial burdens. The Wash¬ 
ington outposts of the Advertising Federation of 
America have located in the legislative hopper 
at this session of Congress no less than 200 
proposed bills which, if passed, would place 
burdens of one kind or another on advertising. 

It is contended by some that advertising is in 
the Washington doghouse because bits of it are 
conspicuously trivial and also, on occasion, are 
offensive to high standards of taste and integrity. 
But the same thing can be said about research 
and development. It, too, has its sectors — hap¬ 
pily limited, as are those of advertising — of 
triviality and phoniness. 

Key Steps in Economic Growth 

What, at root, seems to be the explana¬ 
tion of the differences in attitude toward 
research and development and toward ad¬ 
vertising is a failure to see clearly that they 
are both essential elements in the same 
crucially important process of economic 
growth and expansion. Recognition of this 
basic economic fact in Washington, and 
the treatment of both R & D and advertis¬ 
ing, accordingly, is a key element in the 
safeguarding of sustained prosperity in 
the U.S.A. 


This message was prepared by my staff asso¬ 
ciates as part of our company-wide effort to re¬ 
port on major new developments in American 
business and industry. Permission is freely ex¬ 
tended to newspapers, groups or individuals to 
quote or reprint all or part of the text. 

——» 

PRESIDENT 

McGRAW-HILL PUBLISHING COMPANY 
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TYPE 7000-B AUDIO PRIMARY 
PHASE STANDARD. For cali¬ 
bration of phase meters and 
phase shifting devices. Sup¬ 
plies two sinusoidal signals 
at any frequency from 30 cps 
to 20 kc, with phase relation¬ 
ship continuously variable 
from 0° to 360° within 
±0.05°. Ultimate possible 
accuracies to ±0.01°. Multi¬ 
ple frequency units available. 


TYPE 709-A BROADBAND PRECI¬ 
SION PHASE SHIFTER. With any 
sine wave input from 20 cps to 20 
kc, high stability 709-A supplies 
two sinusoidal voltage signals 
whose phase relationship is con¬ 
tinuously variable with rotary dial 
from 0° to 360°; accuracy, ±1® 
with any input frequency from 
minimum rating to 10 kc; ±3° 
above 10 kc. 


ACCURACIES TO ±0.01 
FREQUENCIES TO 200 KC 
SELF CALIBRATING 



TYPE 706-A ULTRASONIC PRI¬ 
MARY PHASE STANDARD. Self¬ 
calibrating unit generates two 
sinusoidal voltage signals with 
phase difference variable from 
0° to 360°; accuracy, ±0.1° at 
any single frequency from 20 cps 
to 200 kc. 



TYPE 714-A PRECISION PHASE 
STANDARD. Can utilize nomi¬ 
nal 400 cps input signal (±5%) 
to provide extremely precise 
(0.1°) two-phase outputs from 
0° to 180° apart, in all multi¬ 
ples of 30°. Single rotary con¬ 
trol selects desired phase 
angle. Special angles and fre¬ 
quencies can be provided. 


Acton Precision Phase Standards and Phase Shifters are 
definitive instruments. They are uniquely designed and 
manufactured to provide the modern laboratory with 
ultimate reliability as calibrating, measurement and 
reference devices. These instruments are available 
i as shown or in special rack-mounting enclosures. 

\ Many types of collateral equipment can be sup- fi 
^ plied for use with these basic instruments. 

SEND FOR “PPS” DATA BROCHURE 



Laboratories, 


533 MAIN STREET • ACTON, MASSACHUSETTS 
A SUBSIDIARY OF BOWMAR INSTRUMENT CORPORATION 

PRECISION PHASE METERS ANO PHASE/VOLTMETERS, PRECISION PHASE 
STANDARDS, PRECISION DELAY MEASURING EQUIPMENT, PRECISION 
MECHANICAL COMPONENTS, ENVIRONMENTAL TESTING. 



Is it ancient history 
by the time you see 
electronics? 

Get the facts while they're new. Don't wait for 
electronics on a route slip. Look in this issue 
for the Reader Service Card. Fill out and mail the 
“for subscriptions” section. Only7V2 cents a week. 

electronics 
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Printed circuit by Mutual Electronics Div. of Robinson Technical Products, Inc. 



SHIP IT TODAY 
USE IT TOMORROW 



ANYWHERE IN THE U-SA 


Sr> ,h Anniversary 
i 1927-1962 


first and finest Air Shipping service 


Vital sub-assemblies and components, small or large, get where they’re needed, when they’re wanted—faster, 
surer, safer . . . prime reason to insist on using Air Express. As a co-ordinated service of R E A Express and 
all 37 scheduled U. S. Airlines, this is the only shipping method with air priority everywhere in. the U.S.A., Puerto 
Rico and Canada. On the ground, 13,000 REA Express trucks give door-to-door service. All this costs you 
far less than you think. Example—5 lbs. travel 1,500 miles for only $4.17. Pick up your phone. Call Air Express. 
CALL YOUR LOCAL REA EXPRESS OFFICE FOR AIR EXPRESS SERVICE 


July 27, 1962 
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Pulse Doppler Gives Radar Trackers New 


AN/FPS-16 is modi fied 
to determine velocity 
within 0.1 feet/second 

By NILO LINDGREN 

Assistant Editor 

MOORESTOWN, N. J. —A development 
in pulsed radar systems that had 
been viewed sceptically by some 
technical experts has now been 
proved feasible. The development— 
application of the doppler technique 
to monopulse radar—permits pre¬ 
cise velocity measurements of mis¬ 
siles and spacecraft. 

A bonus of the new development 
is that, with relatively inexpensive 
modifications to existing pulse 
radar tracking installations (see 
map), velocity measurements can 
be obtained simultaneously with the 
range, azimuth and elevation read¬ 
ings now made by these systems. 

Using a modified AN/FPS-16 
radar and a small conventional air¬ 
craft as its moving target, engi¬ 
neers of RCA’s Missile and Surface 
Radar division demonstrated this 
month, by both skin and beacon 
tracking, that radial velocity meas¬ 
urements with accuracies of one- 
tenth of a foot per second were 


obtainable. This is two orders of 
magnitude better than conventional 
radar measurements by differentia¬ 
tion of successive range positions. 
This improvement is possible 
through the use of coherent pulse 
doppler techniques. 

Although modifications have been 
made only to the FPS-16, they 
would be applicable also to RCA’s 
newest pulse tracker, the AN/FPQ- 
6 (Electronics, p 26, Dec. 15, 
1961), the first of which (trans¬ 
portable version called TPQ-18) 
was recently emplaced on Antigua 
Island in the Atlantic Missile Range 
(AMR). 

COHERENT RADAR—In using 
coherent pulse doppler techniques, 
the radar receiver local oscillator 
signal and the radar transmitter 
signal are taken from a common 
source so that the r-f and phase 
of the received target return can 
be matched against the transmitted 
pulse to extract the doppler fre¬ 
quency shift. This doppler shift is 
directly related to the relative ve¬ 
locity between target and radar. 

Application of the doppler tech¬ 
nique to velocity measurements at 
great distances makes it necessary 
to supply the space vehicle with a 
coherent pulsed beacon which will 


receive the radar pulse, amplify and 
retransmit it without changing the 
r-f phase and frequency content of 
the pulse. This differs from con¬ 
ventional pulsed beacons which de¬ 
tect pulses and then trigger a mag¬ 
netron or triode device, producing 
an output pulse which has no pre¬ 
cise phase or frequency relationship 
to the input. 

RCA engineers indicate that the 
breadboarded coherent pulsed bea¬ 
con which they have designed for 
their tests has overcome difficult 
practical problems of preserving 
pulse coherency. In addition, a 
beacon manufacturer has offered to 
package the coherent pulse trans¬ 
ponder in a conventional beacon 
configuration and size. 

RADAR INSTALLATIONS — 
Modifications to the FPS-16 to per¬ 
mit the extraction of radial velocity 
data from returned signals were 
made in the transmitter, receiver 
(see illustration) and data handling 
systems. In the transmitter, the 
magnetron exciter for the three- 
megawatt output klystron has been 
replaced by an ultrastable C-band 
signal generator and two twt am¬ 
plifiers. The radar receivers have 
been augmented with the doppler 
tracking loop. The position track- 



AROUND THE WORLD, more than 50 AN/FPS-16 radars are in use. This map shows existing and planned sites for 
the radar and its latest modifications , the FPQ-6 , TPQ-18 and MPS-25 (portable) 
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Velocity Measuring Capability 



AN/FPS-16 radar is being used for 
space tracking 


ing servo loops have not been af¬ 
fected. 

In all, the changes consist of 
about a 10 percent addition to pres¬ 
ent equipment. The cost of these 
changes, it is said, would be far 
less than the cost of installing short 
baseline radar setups, which run in 
the neighborhood of $20 million 
to $25 million each. 

Fifty or more FPS-16’s are now 
in use. The “planned” radars shown 
on the map are those planned by 
RCA. The ranges have not yet let 
contracts for all the planned radars 
shown. The AMR ship, Twin Falls 


Victory, and the PMR (Pacific Mis¬ 
sile Range) ship, Range Tracker, 
are in operation. A second PMR 
ship is under firm contract to RCA. 
FPQ-6 and TPQ-18 radars, other 
than the Antigua setup, are being 
readied for delivery this summer 
and checkout this fall. It is esti¬ 
mated that a minimum of 10 to 15 
additional radars would be needed 
to cover the equatorial belt if a 
worldwide system were developed. 

WORLDWIDE NETWORK — 
Through time-sharing and triangu¬ 
lation techniques, velocity measure¬ 
ments of vehicles at planetary dis¬ 
tances could be made with greater 
precision than with present short 
baseline systems because baselines 
would be of global dimensions. The 
earth tracking stations could be 
added or removed, possibly by pre¬ 
programming, as a target moved 
into or out of view. It would be 
necessary to synchronize very ac¬ 
curately the time base of these in¬ 
stallations. This could be done 
through the use of measurements 
on a corner reflector satellite placed 
into a fairly circular orbit. There 
are some indications, RCA engi¬ 
neers said, that the Russians may 
have already carried out some such 
measurement program. 
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RECEIVER MODIFICATION 




FROM DATA HANDLING 


TO DATA HANDLING 


MODIFIED transmitter and receiver of the AN/FPS-16. Other modifi 
cations were made in the data-handling system 
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PHD-1200... 
standardizes 
high-density 
recording 


The Potter PHD-1200 solid-state re¬ 
cording system offers computer manu¬ 
facturers the advantages of high-density 
recording in an economical standard¬ 
ized package. 

The versatile PHD-1200 system is de¬ 
signed around the extremely reliable 
Potter M906II Tape Transport. The 
standard high-density package incorpo¬ 
rates a ten-channel dual R/P head, ten- 
channel read/write amplifiers (nine 
high-density channels, one block mark¬ 
er), deskewing buffer, manual controls 
and power supplies. All components 
are cabled and mounted in a precision 
transport rack cabinet. 

A new brochure describes this system in 
detail. Simply request "The topic is 
HIGH DENSITY." 


EUROPE BOUND? 

VISIT US AT Booth 28 
IF IP Interdata Exhibition 

in Munich. Germany 
August 26 to September 2 


POTTER INSTRUMENT CO., IMC. 

Sunnyside Boulevard • Platnview, New York 


“Nothing is impossible to diligence and skill" 
Samuel Johnson 


These ore the trademarks 
of some of our customers— 
each an important contrib¬ 
utor to a dramatically 
growing industry. We at 
Potter pledge our diligence 
and skills to this growth 
through a constantly 
expanding program of 
research and development. 
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Crystallizing Ideas 
Into Products 


ANALOG/DIGITAL CONVERTER 



WAVE LENGTH. MICRONS 


Single, high purity crystals of Norton magnorite fused 
magnesia are now available in developmental quantities, 
in sizes up to 24". Larger sizes, produced experimentally, 
are available in limited quantities. 

The chart shows the infrared transmission characteris¬ 
tics of a 0.05" thick magnorite crystal. Because of their 
refractoriness, the ability of the new Norton crystals to 
transmit such radiation at elevated temperatures is out¬ 
standing. 

In addition, Norton techniques permit the introduction 
of impurities in controlled percentages, to alter electronic 
properties. 

At present, there is a major interest in the use of doped 
magnorite fused magnesia crystals for laser and maser ap¬ 
plications. For further data write to Norton Company, 
Refractories Division, 686 New Bond Street, Worcester 6, 
Massachusetts. *Trade Mark Reg. U. S. Pat. Off. and Foreign Countries. 


10 REASONS TO SPECIFY MODEL AD-350 

• Asynchronous 


• 100 KC Sampling Rate 


• 15 /isec/word 


• ±0.5 Bit Resolution 


• 0.025% Accuracy 

f ■- " 1 

• 11 Bits (Including Sign) 


• Highly Reliable 


• Solid State Unit 

. 

• 100 Megohm Input Impedance (typ) 

• No Conventional Sample & Hold Required 


write ( L f CTR oniCS CORPORATION 

707 East Vermont Ave. • Anaheim, California • Phone 714-772-2222 
(A subsidiary of Interstate Engineering Corporation) 

NATIONWIDE REPRESENTATIVES 

ANOTHER ^Onteutate SOLID- State INSTRUMENT 

CIRCLE 200 ON READER SERVICE CARD 
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REFRACTORIES 

Making better products . ..to make your products better 


How to grow a beard ... 

Sit back and wait for your copy on that routing list. 
Okay if you like beards. Otherwise, look in this issue 
for the Reader Service Card. Fill in the “for sub¬ 
scriptions" section. Mail. Only 7% cents a week. 


CIRCLE 22 ON READER SERVICE CARD 


electronics 

A McGraw-Hill Publication 3?n Wpct A9nH <;♦ n v oc 


22 

















































The Future of Your Business 

MAY DEPEND UPON HIS EDUCATION 


The young mind which today discovers an old 
principle may someday reveal a new one capable 
of revolutionizing your business and creating 
undreamed of growth. But this is possible only 
if he gets the finest education we can offer. 

By the time today’s youngsters are ready for 
college, business and industrial technology will 
be even more complicated and will require many 
more trained specialists. To fill this order we 
must provide our young people with the best 
possible college educations. 


Unfortunately many colleges are already over¬ 
crowded. In ten years applications are expected 
to double. We will need more and better college 
classrooms and libraries, more efficient college 
laboratories, and additional top-quality profes¬ 
sors. You can help assure your own future by 
helping the college of your choice . 

If you want to know what the college crisis means to you, 
write for a free booklet, "OPEN WIDE THE COLLEGE 
DOOR," to Higher Education, Box 36, Times Square 
Station, New York 36, N.Y. 



Published as a public service 
in cooperation with The Advertising Council and 
the Council for Financial Aid to Education 



KEEP IT BRIGHT 
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New Infrared-Generating Diode 


Gallium arsenide device 
one of several advances 
in solid-state research 

By THOMAS MAGUIRE 

New England Editor 

Durham, N. H. —Optical communi¬ 
cations through the plasma sheath 
surrounding reentering space ve¬ 
hicles and optical transmission of 
television are among potential ap¬ 
plications that MIT sees for the 
zinc-diffused, gallium arsenide di¬ 
odes recently developed at Lincoln 
Laboratory (Electronics, p 7, 
July 13). 

The diodes convert modulated 
electrical input signals into a beam 
of modulated infrared light. MIT 
expects the diode to allow early 
realization of many applications 
proposed for optical masers, al¬ 
though the output of present diodes 
is not coherent. 

In the first practical test, last 
May, the output beam of a diode 
was used to transmit tv 275 feet. 
The diodes are now being tested 
for space communications potential. 
They are expected to provide a new 
and improved exciter for optical 
maser action and there are indica¬ 
tions the diode itself may be de¬ 
veloped into a new type of optical 
maser. 

A report on the diode was given 
by R. J. Keyes, codeveloper with 
T. M. Quist, at this month’s 1962 
Solid State Device Research Confer¬ 
ence, held at the University of New 
Hampshire. 

Other papers reflected extensive 
research in intermetallics, attempts 
to exploit plasma and ultrasonic 
phenomena in solid state devices, 
and increasing interest in hetero¬ 
junctions. 

OPTICAL TV—The MIT tv experi¬ 
ments were made with rudimentary 
optical equipment (see photos). 
Better equipment should increase 
range to 30 miles. However, to 
avoid weather interference, optical 
transmission would probably be at 
high altitudes, in space or indoors. 

Peak beam power in the experi¬ 


ment was 3 w. Larger diodes may 
yield 15 Kw. Output of the diode, 
at a temperature of 77 K, is concen¬ 
trated in a spectral band 100 ang¬ 
stroms wide centered at 8,600 ang¬ 
stroms. Communications bandwidth 
is at least 100 Me, enough for 20 tv 
or 20,000 voice channels. 

Keyes said the GaAs diode emits 
an intense, narrow peak of photon 
energy at 1.45 electron volts. At an 
injection current of 1.9 amp, the 
diode radiates 1.2 Kw/cm 2 power. 

Injection luminescence, resulting 
from recombination of the injected 
carriers, occurs when the diodes are 
biased in the forward direction at 
77 K. Nearly one photon is emitted 
per injected carrier, so conversion 
efficiency is virtually unity. As ra¬ 
diation efficiency approaches unity, 
more power is radiated than is 
pumped into the diode at low ap¬ 
plied voltages. Heat is extracted 
from the surroundings. 

OPTICAL RELAY—John E. Iwer- 
sen, of Bell Telephone Labs, pro¬ 
posed an opto-electronic relay which 
might provide the four-terminal be¬ 
havior of electromagnetic relays at 
electronic speed. 

Such devices—not yet practical, 
he pointed out—show promise of 
combining advantages in gain, 
speed and isolation. 

In the proposed device, a gallium 
phosphide diode emitting red and 
green light would be optically 
coupled to a reverse-bias silicon 
diode acting as a photodetector. 
Iwersen said an experimental device 
showed a current gain of 1.8 X 10 -4 
and a total amplifier rise time of 
10 /xsec. 

FILM DEVICES—Paul Smith, of 
A. D. Little, Inc., reported on high- 


NEW DEVICE FAMILY 

Devices that employ mobile dopants 
to create rectifier's that are reversi¬ 
ble in their forward direction were 
reported at the conference by J. O. 
Kessler , of RCA Laboratories. De¬ 
tails are on page 7 


DIODE can be seen just back of 
the small hole in the center of the 
mount. Fingertip indicates size 
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Transmits Television Over Modulated Light Ray 



TV TRANSMITTER. Developers examine assembly holding gallium ar¬ 
senide diode , located at bottom of black rod . Beam is emitted from circular 
window in lower half of transmitter 


frequency, superconducting, nega¬ 
tive-resistance devices, based on 
tunneling effects between film-evap¬ 
orated layers of superconducting 
and normal metals (Electronics, 
p 30, Dec. 15, 1961). 

One experimental device, an r-f 
detector, has been operated as high 
as 60 Me. This aluminum-lead de¬ 
vice takes advantage of the non¬ 
linear nature of the IV curve for a 
normal metal-superconductor sand¬ 
wich. An aluminum-tin supercon¬ 
ducting tunnel-diode oscillator has 
operated to 70 Me. 

A 70-Mc amplifier is under de¬ 
velopment. Smith said it promises 
good frequency response, time con¬ 
stant of 10 -10 , bandwidth like an 
Esaki diode and hopefully a better 
noise figure than an Esaki diode. 

J. P. Spratt, of Philco, who dis¬ 
closed the Metal Interface Ampli¬ 
fier (MIA) at the 1961 conference, 
described a modified MIA now un¬ 
der development. Instead of using 
metal as the source of tunnel elec¬ 
trons, the four-layer device employs 
an accumulation layer formed in 
cadmium sulphide as the source. 

In the face of controversy dur¬ 
ing the past year over the MIA 
mechanism, Spratt said data on the 
modified structure shows ‘Very 
clearly that the MIA is a hot elec¬ 
tron device and that the effects can¬ 
not be explained by edge emission 
or any other mechanism. 


OSCILLISTORS—C. E. Hurwitz 
and A. L. McWhorter, also of Lin¬ 
coln Lab, reported on a screw¬ 
shaped instability first observed in 
gas plasmas and later applied to 
semiconductor plasmas to explain 
the oscillistor effect. The effect, first 
reported in 1961, is an oscillatory 
variation in conductivity of a semi¬ 
conductor containing excess minor¬ 
ity carriers and subjected to nearly 
parallel d-c and magnetic fields. 

Oscillators and traveling-wave 
amplifiers might be built using the 
screw-shaped density perturbation. 


At present, Lincoln Lab is building 
a traveling-wave amplifier, using a 
germanium bar and four pairs of 
vertical probes to detect amplifica¬ 
tion. When electric and magnetic 
fields get above threshold values, 
the wave grows and moves down 
the bar. 

MAGNISTORS—Developments in 
magnistors, devices that exploit the 
effects of magnetic fields on injec¬ 
tion plasmas (Electronics, p 27, 
Feb. 9), were reported by I. Meln- 
gailis and R. H. Rediker, of Lin¬ 
coln Lab. Indium antimonide is the 
principal material. 

To date, highest oscillation ob¬ 
tained with diode magnistors is 450 
Kc. Experimental magnetodiodes 
have been made by mounting a 
diode in a ferromagnetic toroid’s 
air gap. 

Input-output isolation is one of 
the features of the magnistor. By 
reducing inductive coupling be¬ 
tween output current in the diode 
and input current in the coil, feed¬ 
back can be made negligible and 
the magnistor can be considered es¬ 
sentially a unilateral device. 

Melngailis suggested a magnistor 
stepping switch with plasma ro¬ 
tated to any contact. Various geom¬ 
etries, including transistor-like de¬ 
vices, are being investigated. 



TV RECEIVER has photomultiplier to convert light signal 
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planet. The Atlas booster will pro¬ 
pel Mariner II out of the earth's 
atmosphere. The Agena will place 
it in a proper parking orbit, then 
propel it into deep space. Stabili¬ 
zation during the deep space trip 
will be by cold nitrogen gas jets, 
controlled by six light-sensitive 
diodes (sun sensors) and three 
gyros, all linked by logic circuits. 

DATA TRANSMISSION — Two- 
way digital data transmission over 
36 million miles will be attempted 
with the use of a receiver/trans¬ 
mitter, two transmitting antennas 
and a command antenna. The com¬ 
mand antenna is equipped with an 
earth sensor to keep it pointed to¬ 
ward the earth at all times. 

Synchronizing pulses will provide 
a reference for the three perma¬ 
nent and one mobile earth stations. 
The three permanent stations are 
located approximately 120 degrees 
apart, in Goldstone, Calif., Woo- 
mera, Australia, and Johannesburg, 
South Africa. The mobile station 
will be used for tracking until the 
missile-package is high enough to 
be acquired by Johannesburg. 

Digital instruction data to the 
ship will be decoded by a central 
computer and sequencer, then re¬ 
layed to the spacecraft subsystems. 
The on-board computer and se¬ 
quencer, controlled by a crystal os¬ 
cillator operating at 307.2 Kc, will 
also provide basic timing for the 
spacecraft subsystems. This unit 
also codes experimental informa¬ 
tion in digital form for transmis¬ 
sion to earth. Data will be proc¬ 
essed by an IBM 7090 computer 
at Jet Propulsion Laboratory. 

Energy of 148 w to 222 w for 
control and experiment will be sup¬ 
plied by solar panels containing 
9,800 solar cells in 27 square feet 
of area. Protective filters will ab¬ 
sorb heat, but not interfere with 
energy conversion. A 1,000-wh sil¬ 
ver-zinc battery will supply initial 


INSTRUMENT PACKAGES clust¬ 
ered between the two solar panels will 
gather scientific data in deep space 
and near Venus 


$U2-MlLLION PROGRAM 

NASA has authorized a total of 
$142 million for Mariner develop¬ 
ment. 

Two-year allotments to Mariner 
A and Mariner R are $20.7 million 
and $33 million , respectively. Mar¬ 
iners I and II are R types. 

Mariner B } an advanced version 
to be launched by Centaur in 1964 
has so far received allotments of 
$88.4 million , for a three year 
period , with more to follow 


Microwave and infrared 
gear to probe 
planet's atmosphere 

NASA WILL TRY AGAIN to launch a 
Mariner spacecraft on an inter¬ 
planetary exploration trip. Mariner 
I was exploded last Sunday after 
the Atlas-Agena booster malfunc¬ 
tioned. Mariner II is to be launched 
by September 10. The craft is to 
make fly-by infrared and micro- 
wave measurements of Venus and is 
also equipped to obtain data on 
magnetic fields, solar plasma, cos¬ 
mic dust and charged particles dur¬ 
ing its 100 to 140-day trip to Venus. 

Original NASA plans called for 
development of a ship designated 
Mariner A, to be propelled by a 
Centaur vehicle. Delays in the Cen¬ 
taur program led NASA to develop 
a lighter-weight version, Mariner 
R, to take advantage of favorable 
launch time. It will be two years 
before Venus and earth are again 
in proper alignment. 

The 466-pound spacecraft, to be 
launched from Cape Canaveral, has 
a planned Venus miss distance of 
16,000 miles from the center of the 


Computer Keeps Tabs on Quality Control 


Computer-based quality control system in use at lBM y s typewriter plant 
in Lexington , Ky. Factory Data Collection System feeds punched-card 
inspection data to Ramac data processer. Computer immediately reports 
abnormal defect levels and also prepares daily and weekly analyses 


VENUS IN 1962? Mariner 


power. 

EXPERIMENTS—The major pur¬ 
pose of the Mariner program is 
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to Try Again 


to further develop interplanetary 
spacecraft technology, investigate 
solar phenomena in the space area 
between earth and Venus, and 
gather fundamental knowledge of 
Venus and its environment. 

Microwave radiometer experi¬ 
ments will be carried out by scan¬ 
ning Venus' surface at a wave¬ 
length of 13.5 mm, to detect water 
vapor in the atmosphere, and at 19 
mm, to measure surface tempera¬ 
ture. Scanning begins 10 hours 
prior to Venus encounter, rapidly 
(one degree per sec) until the 
planet is acquired, then slowly 
(1/10 degree per sec) for 30 
minutes of data acquisition. 

An ir radiometer, attached to the 
microwave antenna, will operate in 
the 8 -/a to 9-/u, and 10-/u to 10.8-/* 
wave length regions of the electro¬ 
magnetic spectrum. One optical 
sensor will scan the surface of 
Venus, another will obtain refer¬ 
ence readings from space. The ra¬ 
diometer will thus obtain informa¬ 
tion about the atmospheric surface 
of the planet. 

Deep space experiments include 
a three-axis fluxgate magnetometer 
to measure interplanetary and Ve¬ 
nusian magnetic fields. An ioniza¬ 
tion chamber, with a group of three 
Geiger-Mueller tubes, will measure 
the intensity of high energy par¬ 
ticles in space. A cosmic dust de¬ 
tector, a rectangular magnesium 
sounding board with a crystal mi¬ 
crophone in the center, will acousti¬ 
cally measure the impact of cosmic 
dust. A voltage-sensitive amplifier 
differentiates between particles of 
high and low momentum. 

A solar plasma detector, open to 
space instead of sealed in a tube, 
will measure the flow, density and 
energy of solar plasma particles. 
Voltage is changed automatically to 
10 different levels, to facilitate 
measurement of particles. 

Spacecraft prime contractor is 
JPL. Barnes Engineering supplied 
radiometers. Motorola's Electronics 
Div. supplied command subsystems. 
Control equipment was supplied by 
Northrup's Nortronics Div. 



FULL-SIZE PERFORMANCE IN A 
MINIATURE TELEMETRY DISCRIMINATOR 


One channel, actual size 


Indicator lamp on every channel to 
show presence of subcarrier 

Subcarrier frequency available for test 
Convenient zero adjustment 

(— Every channel has a meter to read 
amplitude of output intelligence 



Now you can install 9 IRIG discriminator channels in only 7" of rack space. Advanced solid-state 
design has packed essential accuracy and reliability into a small package without crowding out 
the operating refinements that become so important in actual use. The indicators, controls and 
test points you need are all there — right up front. The output signal is tailored to give you good, 
clean graphic recordings, with a squelch circuit to eliminate noise traces when no signal is 
present, and output limiting to protect sensitive recorders. And with zero drift less than 0.2% 
in 12 hours, you won’t be bothered with incessant adjustment. 


Accuracy? We can sum it up by saying that data error contributed by the discriminator is so small 
that you can’t detect it on the graphic record. For detailed performance specs — and a look at 
the superior construction features — send for our new 6-page brochure on TD-109. 



PRECISION 

INSTRUMENT 

SAN CARLOS, CALIFORNIA / LY 1-4441 


P. /. Invites inquiries from senior engineers seeking a challenging future . 
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METAL FILM RESISTORS 
OFFER 5 TEMP. COEFFICIENTS 
TO MEET ALL CIRCUIT 
REQUIREMENTS 


RUGGED END-CAP 
CONSTRUCTION 
FOR LONG TERM 
STABILITY 


EXCEPTIONAL 
RESISTANCE TO 
MOISTURE AND 
MECHANICAL DAMAGE 



SURPASS MIL-R-10509 
PERFORMANCE 

REQUIREMENTS 

. 



Providing close accuracy, reliability 
and stability with low controlled 
temperature coefficients, these 
molded case metal-film resistors out¬ 
perform precision wirewound and 
carbon film resistors. Prime charac¬ 
teristics include minimum inherent 
noise level, negligible voltage coeffi¬ 
cient of resistance and excellent 
long-time stability under rated load 
as well as under severe conditions of 
humidity. 

Close tracking of resistance values 
of 2 or more resistors over a wide 
temperature range is another key 
performance characteristic of 
molded-case Filmistor Metal Film 
Resistors. This is especially impor¬ 
tant where they are used to make 
highly accurate ratio dividers. 

Filmistor Resistors, in Vs, !4, V 2 
and 1 watt ratings, surpass stringent 
performance requirements of MIL- 
R-10509D, Characteristics C and E. 


Write for Engineering Bulletin 
No. 7025 to: Technical Literature 
Section, Sprague Electric Co., 35 
Marshall Street, North Adams, Mass. 

For application engineering assistance , 
write: Resistor Div., Sprague Electric Co . 
Nashua , New Hampshire 



'Sprague' and ‘CD’ are registered trademarks of the Sprague Electric Co. 



TELSCOM’S UNUSUAL DESIGN gives it bandwidth of 200 Me to 2.3 Gc. 
Reflectors have individual log-periodic feeds 


Quadruple Dish Covers 2-Gc Band 


PHASE MONOPULSE antenna system 
developed by Radiation, Inc., com¬ 
bines in a single array four closely 
spaced reflectors with individual 
log-periodic feeds interconnected to 
produce signal information for 
tracking purposes. 

The antenna, with a bandwidth 
of 200 Me to 2,300 Me, can be 
used for surveillance as well as 
telemetry and communications. 
Named Telscom, it is designed for 
tracking missile launches or low- 
flying aircraft and can be mounted 
on ships or large motor vehicles. 

The aluminum reflector, resem¬ 
bling a cloverleaf, is 20 feet in 
diameter and weighs 1,800 lb. It 
can be rotated in azimuth up to 
360 degrees and more than 90 de¬ 
grees in elevation. 

Beamwidth at the sum-channel 
half-power points is 13 degree at 
260 Me; 1.5 degree at 2,300 Me. 
Gain at the sum-channel terminal 
relative to a like polarized isotropic 
source is 20 db nominal at 245 Me; 
40 db at 2,300 Me. Polarization is 
horizontal, vertical and circular. 

The receiving system is designed 
for over-all or spot frequency 
range. All servo circuits use tran¬ 
sistors. 



ARRAY of reflectors is about 20 

feet in diameter 


Solar Thermionic Power 
Sources Three Years Off 

FLYABLE prototype thermionic de- 
vices for converting the heat of the 
sun directly into electrical energy 
will be available in the low kilowatt 
range by 1965. Nuclear thermionic 
systems can be developed by 1970 
and by 1975 flyable power systems 
in the megawatt range should be 
possible, said E. F. Redden and 
A. E. Wallis, Wright-Patterson Air 
Force Base, at the AIEE’s Summer 
General Meeting in Denver. 
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THE SAME ROANWELL MICROPHONE AND RECEIVERS IN STANDARD AIR FORCE 
USE MET THE STRINGENT REQUIREMENTS OF THE X-15. HERE’S THE STORY 
ON HOW THIS REMARKABLE EQUIPMENT IS DESIGNED, MADE AND TESTED: 



SPECIAL COIL-WINDING 
AND CEMENTING. The en¬ 
tire coil assembly, roughly 
the diameter of a penny, is 
fastened to the diaphragm 
and to itself by means of a 
specially compounded and 
processed cement. Most 
other dynamic coil assem¬ 
blies are wound around and 
fastened to a cylinder — but 
that adds mass and weight. 
Roanwell developed this 
special winding and cement¬ 
ing technique to produce 
ultra-light, highly reliable 
earphones and noise-cancel¬ 
ing microphones. 



OUTLASTING THE PILOT. 

Roanwell communication 
equipment will meet test fac¬ 
tors that a human being 
couldn’t possibly survive. 
One such test decompresses 
the ambient air pressure 
from an equivalent of 8,000 
feet to an equivalent of 
35,000 feet, in less than 0.1 
second. The delicate dia¬ 
phragm, approximately .001" 
thick, and the coil assembly 
in an ear-piece and in a 
microphone motor element 
must withstand this tremen¬ 
dous JOLT and function 
properly after the test in 
order to meet specifications. 



RESISTING RE-ENTRY 
SHOCK. R oanwell drops 
earphones two inches for 
22,000 times onto a hard¬ 
wood surface. . . . They are 
then mounted in a headset 
and dropped six feet onto 
concrete 20 more times. The 
units must be manufactured 
to perform perfectly after 
this test. Recently, a Roan¬ 
well headset was acciden¬ 
tally dropped down a 14 
story elevator shaft. It per¬ 
formed to spec even after 
this unusual “test”! 



100% TESTING. In addition 
to some 15 random sample 
tests in the laboratory, 
Roanwell puts all its equip¬ 
ment through up to 31 sepa¬ 
rate tests right on the pro¬ 
duction line. This rigid pro¬ 
cedure applies to headsets, 
handsets, earphones, noise¬ 
canceling microphones and 
all the products in Roan- 
well’s wide line of electro- 
acoustical devices. Identical 
standards of quality control 
are maintained on Roanwell 
products for missile and 
space projects as well as on 
products for industrial and 
consumer use. 


For reliable terminal communication equipment, contact Roanwell. Write for catalog E-7 


Prime authority in electro-acoustic devices 

ROANWELL CORPORATION 

Roanwell Building 

180 Varick Street, New York 14, New York 
(212) YUkon 9-1090 TWX NY 1-478 
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MEETINGS AHEAD 


INDUSTRIAL RESEARCH CONFERENCE, Co¬ 
lumbia University; Arden House, 
Harriman, N. Y., Aug. 5. 

ENERGY CONVERSION PACIFIC CONFER¬ 
ENCE, aiee; Fairmount Hotel, San 
Francisco, Calif., Aug. 13-16. 

PRECISION ELECTRONIC MEASUREMENTS 
INTERNATIONAL CONFERENCE, IRE- 

pgi, nbs, aiee; NBS Boulder Labs., 
Boulder, Colo., Aug. 14-17. 

cryogenic engineering conference, 
University of California; at UCLA, 
Los Angeles, Calif., Aug. 14-16. 

ELECTRONIC CIRCUIT PACKAGING SYM¬ 
POSIUM, University of Colorado, et 
al; at University of Colorado, Boul¬ 
der, Colo.; Aug. 15-17. 

AIRCRAFT & MISSILES JOINT WESTERN 

regional conference, asqc ; Ben¬ 
jamin Franklin Hotel, Seattle, 
Wash., Aug. 16-18. 

APPLICATIONS & RELIABILITY SYM¬ 
POSIUM, Precision Potentiometer 
Manufacturer’s Assoc.; Statler-Hil- 
ton Hotel, Los Angeles, August 20. 

WESTERN ELECTRONICS SHOW AND CON¬ 
FERENCE, wema, ire; Los Angeles, 
Calif., Aug. 21-24. 

METALLURGY OF SEMICONDUCTORS CON¬ 
FERENCE; American Institute of 
Mining, et al; Ben Franklin Hotel, 
Philadelphia, Pa., Aug. 27-29. 

BALLISTIC MISSILE & SPACE TECHNOLOGY 

What do you use a four-pole breaker for? Aerospace Corp.; Statler-Hilton Ho- 


The protection of a three-phase power supply and its DC output. 

The interlocked protection of four separate but related circuits. 

And almost anything else you can think of that might require 
four simultaneously switched and tripped circuit breaker poles. 

Any ideas? Here’s a brief rundown on specs: 

Frequency: DC, 60 or 400 cycles AC. 

Current Rating: Any integral or fractional value between 0.20 
and 50 amperes. 

Voltage Rating: 32V DC, 50V DC; 125V AC and 250V AC, 60 
cycles; 120V AC and 208V AC, 400 cycles. 

Also: a choice of several time-delay characteristics or instan¬ 
taneous trip. Special internal circuits (e.g., shunt-trip, relay-trip), 
too. 

And: you can have a different frequency, current rating, voltage 
rating, and circuit construction on each pole, if you like. 

All this in a little case just 2.53" high x 3.06" wide x 3.52" deep. 

One more thing: the breaker is a Heinemann circuit breaker. 
Which means that it’s hydraulic-magnetic. Which means no de¬ 
rating for high-ambient operation. 

Bulletin 3304 will give more detailed information on Heinemann 
four-pole (and six-pole) circuit breakers. Write for a copy. 

HEINEMANN 

ELECTRIC COMPANY 
2600 Brunswick Pike, Trenton 2, N. J. 

SA2S79 


tel, Los Angeles, August 27-29. 


MAINTAINABILITY OF ELECTRONIC 
equipment, EIA Engineering Dept. 
& Dept, of Defense; U. of Colorado, 
Boulder, Colo., Aug. 28-30. 

INFORMATION PROCESSING INTERNA¬ 
TIONAL CONFERENCE, IRE-PGEC, IFIPS, 
aifp; Munich, Germany, Aug. 29- 
Sept. 1. 

INFORMATION THEORY INTERNATIONAL 
SYMPOSIUM, pgit and Benelux Sec¬ 
tion of ire; Free Univ. of Brussels, 
Brussels, Belgium, Sept. 3-7. 

ADVANCED TECHNOLOGY MANAGEMENT 
CONFERENCE, IRE-PGEM, AIEE, et al; 
Opera House on World’s Fair 
Grounds, Seattle, Wash., Sept. 3-7. 

DATA PROCESSING INTERNATIONAL EX¬ 
HIBIT, Association for Computing 
Machinery; Onondaga County War 
Memorial, Syracuse, N. Y., Sept. 4-7. 


ADVANCE REPORT 

VEHICULAR COMMUNICATIONS NATIONAL 
conference, iRE-PGVC; Disneyland Hotel . 
Anaheim, Calif., Dec. 6-7. August 16 is 
the deadline for submitting a 500-word 
abstract to: William J. TVris^, Motorola 
Inc., 4501 W. Augusta Blvd., Chicago 51, 
Illinois. Topics covered may include the 
following vehicular communications 
areas: land vehicular, personal signaling, 
solid state applications, VHF maritime, 
air-ground. 
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E-l Standard Diode Closures 


SOLVE YOUR DESIGN PROBLEMS 
QUICKLY AND ECONOMICALLY! 


Ruggedized Compression Sealing -E-I hermetically sealed diode 
closures are available in a wide range of standard types that meet practically 
any design requirement. Standard diode bases, or custom bases for special appli¬ 
cations, can be supplied to your specifications. Rugged E-I compression con¬ 
struction-proven dependable in thousands of vital military and commercial 
projects —withstands the extremes of “space age” environments. 

Standard Finishes Available— All diode closures can be supplied with 
finishes suited to your requirements. For recommendations on your particular 
sealing problems —just call or write E-I today! 


GLASS-TO-METAL SEALS 
FOR ALL APPLICATIONS 

• Individual Terminals 

• Multi-lead Terminals 

• Threaded Seals 

• Miniature Closures 

• Condenser End Seals 

• Transistor Closures 

• Color-Coded Terminals 

• Clear Glass Windows 

• Custom Sealing 


A Division of 
Philips Electronics 
d Pharmaceutical 
Industries Corp. 






ELECTRICAL INDUSTRIES 

691 CENTRAL AVENUE, MURRAY HILL, NEW JERSEY 


PATENTED IN CANADA, NO. 523,390; IN UNITED KINGDOM, NO. '734.583; LICENSED IN U.S. UNDER NOS. 2 561,520. AND 3,035,372 
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THE MOST COMPLETE LINE of test 
bench components for all millimeter 
bands (26-220 Gc) comes from TRG 


Pictured here is a test bench setup for W-band. Save for the standing 
wave indicator it is made up 100% of TRG components. (You’ll find 
all of them listed below.) It remains only to mention that TRG offers 
the only complete line of test bench components for W-band — as 
well as the most complete line of off-the-shelf millimeter wave test 
bench components to be found anywhere. Whatever your problem 
— a single component or complete systems development — TRG 
has more of everything it takes, including ex¬ 
perience to put the answers right in the palm of 
your hand ... or on your test bench. 


TRG 


TRG INC., 400 Border Street, East Boston, Mass. 


1) Universal Klystron Power Supply — Model 940 

2) Klystron Tube Mount — Model 945A 

3) Ferrite Isolator — Model WHO 

4) Uncalibrated Attenuator — Model 520 

5) Directional Coupler — Model W561 

6) Frequency Meter — Model W550 

7) Bolometer — Model W990 

8 ) Sliding Short Circuit— Model W590 

9) Slotted Line— Model W740 

10) Manual Waveguide Switch — Model W540 

11) Waveguide Termination — Model W580 

12) Calorimeter RF Head — Model W981 

13) Calorimeter Control Unit— Model 982 



TRG test bench components: the only complete line for W-band — (75-110 Gc)— (WR-10 waveguide) 
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Coauthor Vidulich examines a subunit of diagnostic center cabinet 


Checking Readiness of 
Missile Guidance Systems 


Target-range simulator is part of a system that checks the operational readiness of 
the radar tracking portion of a missile guidance system. Test signals provided by this 
versatile simulator correspond to either a fixed or moving target 


By P. F. GUDENSCHWAGER 
S. M. VIDULICH 

Defense Systems Dept., 

General Electric Co., Syracuse, N. Y. 

THE OPERATIONAL STATUS of the 
guidance system of an advanced 
weapons system must be known at 
all times to minimize the chance of 
system failure. One way to check 
the radar tracking section of a 
guidance system is to exercise it 
with simulated input signals. If a 


failure or degradation of perform¬ 
ance below a pre-established thresh¬ 
old occurs, the failure is localized 
to the faulty sub-assembly by an 
automatic fault-locating, that is, 
diagnostic, system; the sub-assem¬ 
bly is then removed and replaced. 
The range simulator described in 
this article is part of a diagnostic 
center that checks the operation of 
a recently developed pulsed-radar 
tracker of a guidance system. 


The radar tracker measures the 
range of the launched missile by 
positioning a range gate about the 
return video pulse. Positioning of 
the range gate is called range 
tracking. Tracking is effected by 
comparing the time of arrival of 
the center of the return video pulse 
with the time of occurrence of the 
center of the range gate. The dif¬ 
ference constitutes an error signal 
which shows whether the center of 
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DIAGNOSTIC CENTER (A) commands simulator to send cither fixed or moving target pulses to tracking system be¬ 
ing checked. Representative staggered pulse periods (B) and (C) provided by simulator — Fig. 1 
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RANGE SIMULATOR output represents missile range. Diagnostic center 
determines operating mode of this unit — Fig. 2 


the gate leads or lags the center of 
the pulse. The error signal controls 
a servomechanism within the range 
tracker that positions the range 
gate to null the error signal. 

SIMULATOR—The diagnostic cen¬ 
ter’s simulator provides a return 
video pulse for exercising the range 
tracker. During the exercise mode, 
confidence signals (signals indicat¬ 
ing correct or incorrect operation) 
from the radar are displayed at 
the diagnostic center console so that 
system operational conditions can 
be continuously monitored. Should 
a loss of confidence from the in¬ 
dividual sensors in the radar occur, 
the diagnostic center enters a pro¬ 
grammed fault-locating procedure 
and determines which sub-assembly 
has failed. Figure 1A shows the 
test system, which includes the 


range simulator and the diagnostic 
system, and the radar tracking sys¬ 
tem being checked. As indicated by 
switch S^, the range sim^ator can 
be used to test the tracker with or 
without its associated antenna and 
receiving system. 

The range simulator provides 
either fixed-position or moving sim¬ 
ulated-return pulses to the range 
tracking loop. Due to various 
characteristics of the radar, the 
range simulator also provides the 
following. (1) irregularly-spaced 
return pulses (see Fig. IB and 1C) ; 

(2) adjustable staggered pulse re¬ 
currence frequency (Fig. IB, 1C) ; 

(3) change in direction of moving 
pulse at maximum and minimum 
ranges; (4) acceleration and de¬ 
celeration of moving pulses near 
max. and min. ranges; (5) manual 
control of moving pulse velocity. 


The fixed-position pulse output 
provides a static test for the range 
tracker. The change in direction of 
the moving pulse at the maximum 
and minimum ranges prevents 
blocking the receiver during trans¬ 
mission, thus allowing continuous 
tracking. The moving pulse is ac¬ 
celerated and decelerated at a pre¬ 
scribed rate near the maximum and 
minimum ranges to compensate for 
the inertia of the servomechanism 
within the range tracker (Fig. 1). 

The range simulator is shown in 
Fig. 2. The simulated video (SV) 
range output pulse is derived from 
a prf generator having the charac¬ 
teristics of the radar-system tim¬ 
ing. The fixed position pulse is de¬ 
veloped from the system timing 
clock and the moving pulse is de¬ 
rived from the variable frequency 
pulse generator and its control. 
Standard logic circuits process the 
input commands that determine the 
inputs to the prf generator. 

The range simulator operates in 
one of three modes that are con¬ 
trolled by the diagnostic center. 
These modes are: (1) moving 
video; (2) fixed-position video; 
(3) manual. During normal oper¬ 
ation, the first two modes are auto¬ 
matically switched by the diag¬ 
nostic center’s program. In the 
moving-video mode, the range sim¬ 
ulator operation is automatic, that 
is, the output pulse changes direc¬ 
tions at the maximum and mini¬ 
mum ranges automatically. 

During the automatic moving 
mode of operation, the simulated 
video travels back and forth over 
the guided range. The diagnostic 
center designates the automatic 
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mode at the oscillator control, and 
designates automatic moving video 
at the video select gate. 

To describe the automatic mode 
it is convenient to start at the time 
that the prf generator delivers the 
SF-, SV, and SV+ pulses to the 
direction sensor; the SV— is sent 
at a fixed time before the SV (sim¬ 
ulated video) pulses and the SV+ 
pulse is sent at a fixed time after. 
The other inputs to the direction 
sensor are minimum and maximum 
range marker pulses from the mas¬ 
ter system timing (Fig. 1A). The 
SV — and SV pulses set and reset 
flip-flop 1 of the direction sensor 
(Fig. 2 and 3A), forming gate 1 
(Fig. 3A and 3B). The SV + and 
SF pulses set and reset flip-flop 2, 
forming gate 2. Gates 1 and 2 ride 
with SV as it travels back and forth 
in time between the minimum and 
maximum range markers, which are 
fixed in time. Note that the SV 
pulses move in time (see Fig. 3B) 
with respect to both range mark¬ 
ers and the fixed prf reference 
pulses derived from the system tim¬ 
ing reference (/„). This is because 
the prf generator's repetition rate 
is derived from f x or f 2 (Fig. 3C), 
which are, respectively, higher and 
lower than /„. In Fig. 3B, the SV 
pulses move to the right and the prf 
is derived from / 2 . Thus, the simu¬ 
lated range denoted by the SV pulse 
becomes successively greater as the 
time of generation of SV moves 
closer to the time that a maximum 
range-marker pulse is generated. 
When gate 2 and the maximum 
range markers coincide, the output 
of coincidence 2 (Fig. 3A) flips the 
control flip-flop which, in turn, 
changes the frequency of the vari¬ 
able frequency pulse generator to 
ft (Fig. 3C). When gate 1 and the 
minimum range marker coincide, 
the output of coincidence 1 resets 
the control flip-flop which in turn 
changes the frequency of the varia¬ 
ble frequency generator to The 
gates enclose only one SF pulse (In 
Fig. 3B, this is the No. 1 pulse) 
so that this pulse will travel the 
entire range. 

The control flip-flop output volt¬ 
age is fed to an integrating net¬ 
work that feeds a voltage-variable 
capacitor controlling the frequency 
of an oscillator in the variable fre¬ 
quency generator (Fig. 2). The 
integrator provides a slowly chang¬ 
ing voltage to obtain specified ac¬ 


celeration rates. As the incoming 
signal to the capacitor swings above 
and below E 0 (Fig. 3C), the vari¬ 
able capacitance changes and hence 
varies the frequency of the variable 
oscillator. The output of the vari¬ 
able oscillator is mixed with the 
output of a fixed-frequency oscilla¬ 
tor and the beat frequency, which 
is the output of the variable fre¬ 
quency generator, swings above and 
below the system clock frequency 
(/„). This output is shaped into 
pulses and gated through the video 
select block (Fig. 2) to the prf gen¬ 
erator, whose division counter de¬ 
termines the prf. One of the recur¬ 
ring prf pulses resets the counter. 
The SV output is confidenced and 
then sent to the system range 
tracker (Fig. 1), either by way of 
the test transmitter and receiver or 
directly, depending on the instruc¬ 
tions from the diagnostic center. 

AUTOMATIC FIXED MODE—In 
this mode of operation, the £F out¬ 
put is stationary at some predeter¬ 
mined fixed point in range. For this 
mode, the diagnostic center desig¬ 


nates the automatic mode at the 
oscillator control and automatic 
fixed video at the video select gate 
(Fig. 2). At the video select gate, 
the system clock frequency (/„) is 
selected as the input to the prf gen¬ 
erator and the signal from the vari¬ 
able frequency pulse generator is 
inhibited. Also, the counter in the 
prf generator is reset and SV 
pulses are generated fixed in time 
at a predetermined point between 
the min. and max. range markers. 

In the manual mode of operation, 
velocity and direction of the SV 
pulses are controlled by the oper¬ 
ator of the diagnostic center. For 
this mode, the diagnostic center 
designates the manual mode at the 
oscillator control and at the video 
select gate (Fig. 2). A manually 
controlled voltage is applied 
through the oscillator control to 
the variable frequency pulse gener¬ 
ator and the oscillator control volt¬ 
age from the direction sensor is 
inhibited. The output of the pulse 
generator is gated through the 
video select gate to the prf gener¬ 
ator. 
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NONCUTOFF CIRCUITS 
Improve Trigger Switching 


These two types of noncutoff trigger circuits—variations of Schmitt trigger 
and monostable multivibrator circuits—avoid the drawbacks of cutoff types 


By HIROSHI INOSE, YUICHI YOSHIDA and HISAKO TADA 

Dept, of E. E., Faculty of Engineering, University of Tokyo, Japan 


positive current feedback trigger circuits, in which 
one of two active elements is generally cut off, have 
the following drawbacks: the optimum operating 
regions of the active elements cannot be always 
achieved, as their operating ranges include cutoff; 
overdriving is not effective when the active elements 
are switched towards cutoff; and when transistors 
are used as active elements, they are subject to pos¬ 
sible damage by inverse emitter-base voltage. 

Noncutoff trigger circuits have been designed to 
prevent the active elements from cutting off to avoid 
these drawbacks. Two types of noncutoff trigger cir¬ 


cuits have been designed—a Schmitt trigger and a 
monostable multivibrator. The design method and 
the basic characteristics are shown and the charac¬ 
teristics of the noncutoff Schmitt trigger circuit are 
compared with those of an ordinary Schmitt trigger 
circuit, or cutoff type. 

TRIGGER CIRCUIT — Operation of the noncutoff 
trigger circuit is explained in Fig. 1A. Amplifier A, 
operates as a voltage amplifier from e • d to a, and as 
a current amplifier from e to d; amplifier A 2 operates 
as a voltage amplifier from b • c to /, and as a current 



PRINCIPLE OF noncutoff trigger circuit demonstrated in (A), basic circuit in (B) and equivalent circuit in (C) — Fig. 1 


—10 V — 18 V — 18 V —I8V(—10V) 



-10V —18 V —18 V -10V 



EXPERIMENTAL NONCUTOFF Schynitt trigger circuit (A) compared to cutoff type (B) — Fig. 2 
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SWITCHING SPEED of noncutoff trigger circuit is measured by co-authoress Tada 


amplifier from b to c. The currents are supplied to 
those amplifiers from the current sources I x , / 2 and 
/ 8 . If the switches S x and S~ are both closed, this 
circuit operates as an ordinary positive current feed¬ 
back trigger circuit. If the current directional ele¬ 
ments Sr and S, are diodes, they will conduct current 
from /, only when 5, is on, S» is off, with the input 
signal exceeding a threshold level, or when S x is off, 
Si is on, with the input signal v, exceeding another 
threshold level in the opposite direction. If the loop 
gain of the loop is larger than unity, either 

Sr or S 2 must be on and the other off. So whenever 
v { becomes larger or smaller than the threshold level, 
the current supplied to the output amplifier A., 
changes abruptly from h to / 2 + h or conversely, and 
its output voltage V a jumps from one level to the 
other level accordingly. However, amplifiers A, and 
A 2 are never cut off, because they are always con¬ 
nected to the current sources, and it is possible to 
choose the operating point for the active elements 
used for amplifiers, by designing the current sources. 
The principle which has been explained with refer¬ 
ence to the Schmitt trigger circuit is equally ap¬ 
plicable to the monostable multivibrator. However, 
the input voltage v { is kept constant, and when the 
circuit is triggered, the threshold level varies in 
accordance with the potential at b which changes 
exponentially. When the potential at b reaches volt¬ 
age V,, the circuit is restored to the original state. 


assumed to be infinity. Then the equivalent circuit 
shown in Fig. 1C is obtained, where 


E l = 


/ R\ -V Rb \ 
y /?3 4- R\ + Rb J 


(E c ) 


t-> _ Rs ( R 4 + Rb) 
L ~ R* 4- Ra + Rb 



Here are the design conditions: (1) The diode D x is 
turned on when input voltages becomes more negative 
than a certain voltage — V lr . (2) Let / r2on be i r2 when 
Vi = — Vtr and D x is off. (3) Let / r20 f f be i c2 when 
v { = — V iey and D x is on, assuming that the loop gain 
of this circuit is larger than unity. (4) The tran¬ 
sistor Qr should not be saturated when the input 
voltage Vi assumes the lowest level — V iL . The col¬ 
lector voltage —Vciu of the transistor Q x in this case 
should be chosen as V elu > V iL . (5) The transistor 
Q. should not be saturated when the input voltage 
Vi assumes the highest level — V ou . The base voltage 
— V b2L of transistor Q 2 should be chosen as V b , L < V ou . 
(6) Ideal loop gain G Li is 

G Li = K (Rl/Ri). 

From these conditions 


TRIGGER EQUATIONS—Consider the basic circuit 
of the noncutoff Schmitt trigger, Fig. IB. It is as¬ 
sumed that the characteristics of the transistors and 
the diodes are ideal: for the transistors, the common- 
base current gain is assumed to be unity and the 
base and the emitter resistances are assumed to be 
zero; for the diodes, the forward resistances are 
assumed to be zero and backward resistances are 


k = Rh 

Ra + Rb 


1 - (V bZL /Viu) (1 - 1 /GLi) ( Vie\ 
1 - (Vic/Viu) (1 - 1/GW \ e l/ 


R 7 = 


K \El (ViL ~ Vic) + Vciu Vu 


-[ 


Ic2 off ViL 

I c2 on Vi u 


K \E L (V iu - V ic ) + (V biL /K) (V 


«)) Ri ] 
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STATIC CHARACTERISTICS of non-cutoff Schmitt trigger (A) and cutoff Schmitt trigger (B); switching character¬ 
istics of Schmitt trigger circuits (C) along ivith definitions of abbreviations (D) — Fig. 3 



OUT 

sens: 

4V/0IV 



INPUT-OUTPUT WAVEFORMS of noncutoff (top) and cutoff (bottom) types of Schmitt trigger circuits (A); input- 
output waveforms of noncutoff Schmitt trigger circuit used as pulse shaper at clock rate of 10 Me (B); output wave¬ 
forms of noncutoff monostable multivibrator at trigger rate of 10 Me (C) — Fig. U 




BASIC CIRCUIT of noncutoff monostable multivibrator (A) and experimental circuit (B) — Fig. 5 
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Ri 


= j K (E 
Gli ViL — 


(E L - Vein) 


K (E l - Veiu) 


K (E l - V ul /K) \ 
G l % v iu - K (El - V b2 l/K) f 


G Li Viu - K (E l - Vn L /K) 
K (E l - Vhl/K) 

Ri 


*-[ 

(it=tst) 

» - K (ft**-) "■ 


Rs 


(Ri) 


R* 


where E L should be chosen to satisfy the inequality 

V b2 L 


E c > El > 


K 


COMPARISONS—Figure 2A shows the experimental 
noncutoff Schmitt trigger circuit designed with these 
formulas. For comparison, Fig. 2B shows the ex¬ 
perimental cutoff Schmitt trigger circuit designed 
under the same conditions. In Fig. 2A, the values in 
parentheses and the elements in dotted lines are for 
the modified circuit providing higher speed operation. 

The static characteristics of these circuits are 
shown in Fig. 3A and Fig. 3B. In the figures, A H 
is related to the loop gain of these circuits, and is 
defined as the voltage difference between the input 
voltage by which the regeneration occurs and the 
input voltage by which the regeneration ceases; A H 
is positive when these circuits have hysteresis char¬ 
acteristics. 

Pulse responses corresponding to the static char¬ 
acteristics are illustrated in Fig. 3C. Rise time t n 
fall time t u rise time delay t rd and fall time delay 
t fd in Fig. 3C are defined in Fig. 3D. Figure 4A 
shows the input-output waveforms when A H is zero. 
Figure 4B shows the input and output waveforms 
of the modified circuit of Fig. 2A, when it is used 
as a pulse shaper. 


MULTIVIBRATOR—A monostable multivibrator cir¬ 
cuit of the noncutoff type is shown in Fig. 5A. In 
the figure, —E bl and — E b2 are base clamping voltages 
of transistors and Q, respectively, provided that 
E ba < E b 2 . When the base of Q x is triggered (Fig. 
6A), the waveform at the base of Q « (Fig. 6B) has 
a duration T expressed as (Fig. 6) : 


„ , „ E c " - E b2 + (R 2 /R*) E „ \ 

= R ' C ( log - E? - B u , ) 


where 


D , fi Ri Rb jp „ @Rb p , 

R 4 " R 4 + Wo' tc ” R< + Wb hc 


and p is the common emitter current gain of Q,. 
Let Iciotr and be the collector currents of the 


transistors Q, and Q. respectively immediately be¬ 
fore the circuit is triggered. Let / c2 „ r , be the collector 
current of the transistor Q, immediately after the 
circuit is triggered neglecting trigger pulse duration. 
Then the design formulas are 


Rb = (2 Ra E b \)/[(E b \/E b2 ) Rzlcion — E b * ~i~ _ 

V{ (Ebl/E b2 ) R 2 I c2 on~\~ E b2 } 2 — 4: (I e2 on I c2 off) R-2 E hi] 

Re = (2 R 2 E b i)/[(E b \/E b2 ) R 2 I C 2 on ~t~ E b 2 — _ 

V { (E bl /E b2 ) R 2 Ic2 on #62 I*-4 (7 rt on-/c2 off) #2 #6l] 

Whereas R, should be chosen by 


p ._ E c — E 6i _ 

E b i 1 / R\ (I c2 on ~~~ J c2 utl) /E b2 

The results should satisfy the inequality 


Ebi (1 H - R 2 /Rb) — E b 2 > 0 

Figure 5B shows the experimental circuit of the 
noncutoff monostable multivibrator. Figure 4C shows 
the output waveforms of the circuit when it is trig¬ 
gered by 10-Mc clock. Count down is achieved by 
adjusting the clamping voltage of Q v . 

The design of the noncutoff trigger circuits must 
take into account the diode characteristics inserted 
in the feedback loop, to improve the switching speed 
and protect the high frequency transistors which gen¬ 
erally have rather poor permissible values of inverse 
base-emitter voltage. 

The specifications for the transistors used in the 
experimental circuits were as follows. Transistor 
2SA248 has a P cm . dX of 125 milliwatts, an I cmnx of 100 
milliamperes, a F, ; * niax of minus 2 volts, an f ac of 40 
megacycles, and is a drift type. Transistor, 2SA247, 
which is a Ge-mesa type as is the 2SA239, has a 
P cmHX of 100 milliwatts, an 7 cmax of 30 milliamperes, 
a VsBmHx of minus 1.2 volts, and an f ac of 200 mega¬ 
cycles. Transistor 2SA239 has a P cmux of 75 milli¬ 
watts, an I rmHX of 5 milliamperes, a V EBmnx of minus 
0.2 volt, and an f ar of about 300 megacycles. 

The authors thank the Bell Telephone Labora¬ 
tories Inc. for their sponsorship. 



WAVEFORMS at bases of Qi (A) and Q 2 (B) in Fig . 5A 
look like this — Fig. 6 
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PASSIVE COMPONENT tachometer is transformer coupled in scries 
with automobile ignition coil primary circuit — Fig. 1 


Passive circuit in series with engine battery 
and ignition 'points provides accurate, reliable 
and low-cost tachometer indications 


Unique Engine Tachometer 
Uses Only Passive Components 


By FRANK TRAINOR 

Engineering Department, 
Admiral Corporation, 
Chicago, Illinois 


the tachometer function for any 
rotating machine can be obtained 
without mechanical connection to 
the shaft if an electrical pulse re¬ 
lated to shaft revolutions is avail¬ 
able. An automobile engine, de¬ 
pending on the number of cylinders, 
provides two, three or four ignition 
pulses for each shaft revolution. 
These ignition pulses can be inte¬ 
grated by a ratemeter calibrated in 
rpm. 

Conventional ratemeters use a 
monostable multivibrator to deliver 
a constant - amplitude, constant - 
width pulse to an integrating meter 
for each trigger pulse applied to 
its input. The energy of the trig¬ 
ger pulse may be many orders lower 
than the output pulse energy. If 
enough trigger pulse energy is 
available, there is no need for the 


multivibrator. The essential con¬ 
stant-amplitude, constant-width out¬ 
put pulse can be obtained with 
passive components. 

The simple automobile tachom¬ 
eter circuit of Fig. 1 will provide 
acceptable accuracy and unusual 
reliability. Its low cost and small 
packaging possibilities are attrac¬ 
tive. 

OPERATION—A sample of pri¬ 
mary ignition current is supplied to 
the primary of 7\. The secondary 
peak voltage is several times greater 
than the operating voltage of zener 
diode D x . The squared wave of D , 
supplies a charging current to C x 
through Z) 2 , R, and M, in combina¬ 
tion with After a time deter¬ 
mined by circuit C and R, C, is 99- 
percent charged and remains so 
until the end of the ignition dwell 
time. When the ignition points 
open, C, discharges through Z) 3 and 
D„ the latter now having shifted 
to its forward conduction charac¬ 


teristic due to the inverse primary 
wave. The capacitor is now reset 
and ready for the succeeding igni¬ 
tion event. The meter current is 
proportional to the average value 
of the charging current and repeti¬ 
tion rate 

Io = HEDi-(eDt + eDt)]/RlA U/T (1) 
where, 1 0 — meter plus R A current, 
ED , = zener diode voltage, eD , = 
instantaneous peak voltage of D.., 
eD A = instantaneous peak voltage 
of D h , R = total meter circuit re¬ 
sistance, A = form factor of ex¬ 
ponential wave equal to 0.3, t x — 
charging time of C x equal to 4.6 
RC X and T = ignition period (in 
sec). 

The resistance in the discharge 
path of C, is so low that the capac¬ 
itor could assume a small charge of 
reverse sign (see Fig. 2). Diode 
D a has a voltage threshold beneath 
which the discharge rate is slowed 
abruptly. The net result is that C, 
can never discharge to zero. This 
residual charge changes with rate 
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and represents a nonlinear compo¬ 
nent in the meter indication. In 
design, this nonlinear component 
can be minimized. 

The forward characteristics of 
zener diodes are not generally pub¬ 
lished so it may be necessary to 
shunt the zener element with a con¬ 
ventional diode that would clamp 
the inverse wave to the lowest pos¬ 
sible voltage. Also, the R-C time 
and the peak charging current 
should be held to a minimum con¬ 
sistent with meter current require¬ 
ments. 

Transformer requirements are 
not critical except that the unidi¬ 
rectional primary current wave 
makes tape wound or other gapless 
cores unsuitable. Ordinary silicon 
iron El cores have proven best for 
the application. 

DESIGN FACTORS—For a typ¬ 
ical four cycle engine, the following 
apply: T = 60 (2)/rpm (N), 

where N is the number of cylinders; 


i = ED X — (eD., + eD a )/R = peak 
charging current; the transformer 
secondary peak voltage eS should 
be three times the zener diode volt¬ 
age; the transformer primary peak 
voltage should be no more than 5 
percent of the ignition battery volt¬ 
age; and R x = eS — EDJ 1.5 i 

Value of C, is found from Eq. (1) 
and its value is independent of R. 
Substituting for t x 

T _ ED\ — (eZ>2 -f- eDz) 

° ~ R 

A 4.6 RCi/T (2) 

_ T Ip _ /o\ 

1 4.6 A ( ED X - eDt - eD,) w 

The 60 cps power line may be 
used as a calibrating reference. If 
full-scale indication is to be 5,000 
rpm, then the line frequency is 
equivalent to 900 rpm for an eight 
cylinder engine and 1,200 rpm for a 
six. With the vertical input of a 
cro connected to the junction of D 2 
and R 9 and the horizontal input 
connected to a 1 v, 60 cps power line 


WAVEFORMS for 5,000 rpm and 
500 rpm — Fig. 2 


source, the engine is accelerated 
slightly above idle speed until one 
vertical pulse locks with the hori¬ 
zontal signal. At this point, R a is 
adjusted to give an indication of 
900 or 1,200. 

The transformer is a 115 v, 6.3 v, 
3 A filament transformer with only 
half of the 6.3 v winding used. Re¬ 
sistor Ri was necessary because T 1 
was not tailored to the application. 
Diode Z) 4 keeps the ignition circuit 
completed even if T x becomes open- 
circuited. It also levels excessive 
transformer input voltage when ig¬ 
nition coil and ballast are cold. 
(Manufacturers never put a circuit 
breaker or fuse in the ignition cir¬ 
cuit because failure just as you are 
passing a truck might prove em¬ 
barrassing. For this reason, D* is 
recommended. It should be rated 
to pass the maximum coil current 
continuously and it should be 
mounted near the coil, not in the 
tachometer.) The components were 
mounted on a board fastened to the 
fire wall under the instrument 
panel. The meter was mounted in 
the space provided for a clock. 

CALIBRATION — The unit has 
been checked once since installation 
and only because a high-pressure 
car wash got the component board 
wet. After drying out, recalibra¬ 
tion was not required. After all 
night standing in temperatures as 
low as —10 F, the tachometer indi¬ 
cation at idle was always between 
400-500 as soon as the choke 
dropped the fast idle cam. This is 
a useful check method because idle 
speed is usually consistent except 
in wet weather. The correlation be¬ 
tween speedometer and tachometer 
has been checked several times 
within the readability of the in¬ 
struments. 
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NEW TECHNIQUE: 

DESIGNING CLASS-C TRANSISTOR 

Analysis shoivs grounded-collector Hartley circuit 
has unique advantages in oscillator applications 


transistor oscillator circuits are 
available to the designer in many 
configurations. Among these, the 
grounded collector Hartley is at¬ 
tractive for these reasons: (1) D-c 
can be applied to the transistor 
without chokes or resistors, (2) 
One side of the tank circuit can be 
grounded, (3) For power oscilla¬ 
tors, the collector can be mounted 
on a heat sink, (4) The design uses 
a minimum number of components, 
(5) The circuit is equally well 
suited for power oscillators used in 
d-c to a-c converters, as it is for 
applications calling for essentially 
no power output but good frequency 
stability, (6) The circuit can be 
analysed and synthesised without 
difficulty, and (7) The output volt¬ 
age is nearly independent of circuit 
and load parameters. 

Basic circuit configuration, Fig. 
1A, can be shown as equivalent cir¬ 
cuits, Fig. IB and 1C, to provide 
isolation of the tank circuit or 
transformation of tuning capaci¬ 
tance or load to a desired value. 

CIRCUIT OPERATION—When 
d-c is applied, the transistor will be 
forward biased by current in R. 
Loop gain is high and oscillations 
will start. Capacitor C n will be 
charged due to rectification in the 
base junction and establish a re¬ 
verse bias for the base. The bias 
voltage will increase until it is 
somewhat smaller than the peak 
amplitude across L«. The transistor 
will be normally cut-off and conduct 
only for the interval when the peak 
voltage across L» is slightly larger 
than the bias voltage across C„. 
Since the voltage across L r is in 
phase with the voltage across L ; „ 
the transistor will conduct when 


the collector to emitter voltage has 
reached its minimum. The tran¬ 
sistor will be driven into saturation 
and the peak voltage across L c will 
be slightly less than the supply 
voltage. 

The transistor can be viewed as 
a synchronous switch closing at the 
peak of each cycle to restore the 
peak a-c voltage to the level of the 
d-c supply voltage. This is true, 
independently of the circuit Q or 
load. Amplitude of the a-c across 
L r will therefore be approximately 
equal to the d-c supply voltage. 
However, as load resistance is de¬ 
creased, the d-c supply current will 
increase to furnish the additional 
power needed to maintain the out¬ 
put voltage. 

Frequency will be within a few 
tenths of one percent of the tank 
resonance frequency, provided that 
transistor reactances (mainly col¬ 
lector to base capacitance) can be 
neglected. Practical oscillator cir¬ 
cuits have up to several micro¬ 
farads appearing in parallel to the 
junction capacitance. This assump¬ 
tion is therefore valid in most 
cases. 

Another factor in achieving cal¬ 
culated operating frequency is that 
the transformer material used not 
show saturation effects, and have a 
coefficient of coupling close to one. 
Close coupling between L, { and L, 
is highly desirable for oscillators 
requiring good amplitude and fre¬ 
quency stability. If the coefficient 
of coupling is too small, stray in¬ 
ductances will appear in series with 
transistor electrodes and cause 
phase shifts, and consequently fre¬ 
quency shifts. If the coefficient of 
coupling is one, the real part of the 
transistor impedance will appear in 


parallel with the tank circuit and 
therefore not cause frequency 
shifts. 

Ferrite cup cores are ideal for 
oscillator work from audio to sev¬ 
eral megacycles, since coefficients 
of coupling above 0.95 can be ob¬ 
tained at good temperature stabil¬ 
ity of the permeability. Q’s up to 
800 are possible. 

Tank circuit Q must be suffi¬ 
ciently high, at least twenty is 
recommended, if high frequency 
stability is desired. 

CIRCUIT ANALYSIS—Peak volt¬ 
age across L c Fig. 1A, will be ap¬ 
proximately equal to V after oscil¬ 
lations have started. If all circuit 
losses, external load resistors, and 
losses caused by the biasing re¬ 
sistor R are lumped into an equiva¬ 
lent resistor R lt across L c the power 
consumed in R, will be approxi¬ 
mately AL_ C = V~/2 R h . The d-c de¬ 
livered to the oscillator depends 
upon the efficiency of the transistor 
as a switch. 

Since the exact waveform of the 
collector current is not known, effi¬ 
ciency is difficult to evaluate. How¬ 
ever, power dissipated in the tran¬ 
sistor is always smaller than the 
power delivered to equivalent re¬ 
sistor R l , since current flows only 
when the voltage across the tran¬ 
sistor is at its minimum (Fig. 2B). 
Transistor efficiency will be be¬ 
tween 85 and 95 percent. To arrive 
at useful design equations, the 
average switching efficiency is at 
90 percent; d-c power is then 
P a _ c = V71.8 R,. t and the 

d-c supply current is = 

P*-c/V = F/1.8 R l excluding 

the bias current in R. This is aver¬ 
age d-c current. Peak collector cur- 
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L-C OSCILLATORS 


By PETER LAAKMANN, 

American District Telegraph Co., 
New York, New York 


rent is several times average cur¬ 
rent. Average base current l n must 
be equal to or greater than 7 d . c di¬ 
vided by the common emitter cur¬ 
rent gain at the peak collector cur¬ 
rent for the transistor to be driven 
into saturation during the conduc¬ 
tion cycle. 

Value of biasing resistor R that 
will just supply this current is 
equal to 1.8 R L /3 (1 + n) where n 
is the turns ratio between L a and 
L c or n — y/Ln/Lc . 

Collector to emitter voltage, and 
collector-current of an oscillator 
operating with half the maximum 
permissible R is shown in Fig. 2B. 
The desirable excess drive is shown 
by the dip at the peak of the cur¬ 
rent pulse, and essentially zero col¬ 
lector to emitter voltage at the 
current peak. Figure 2A shows 
the same oscillator, operating with 
a biasing resistor larger than the 
permissible value. Note that the 
collector to emitter voltage never 
reaches zero, indicating poor effi¬ 
ciency and poor voltage stability. 

Equivalent load resistor R L is 
made up of three parts in parallel 
—the tank circuit resonance im¬ 
pedance, the effect of the biasing 
network, and the external load. 
Both the transformed load resist¬ 
ance and the tank circuit resonance 
resistance can be easily found. The 
tank circuit resistance is equal to 
QwL c . The external load, as re¬ 
flected across L r can be found from 
the transformation ratio to the load 
winding. 

The effect of the biasing resistor 
R can be evaluated by using con¬ 
servation of power. Resistor R re¬ 
flects in parallel with L c with a 
value 

R ' = 3n ! + 4n + 1 (1) 

COUPLING CAPACITOR—Many 
oscillator designs have shown that 
the exact value of the base coupling 
capacitor is not critical. The time 
constant C lt R should be between 10 
and 50 oscillator periods. If C u is 



HARTLEY CIRCUIT (A), and 

method of isolating tank circuit 
(B) or transforming load to a de¬ 
sired value (C )— Fig. 1 


made too large, blocking oscilla¬ 
tions can occur. If C n is too small, 
the current pulse leads the collector 
to emitter voltage. The transistor 
then becomes reactive and poor effi¬ 
ciency and frequency stability re¬ 
sults. 

Figure 2C shows collector to 
emitter voltage and collector cur¬ 
rent for a small value of coupling 
capacitance. Figure 2D shows a 
lagging current pulse for a large 
coupling capacitor. Voltage and 
current waveforms for a properly 
chosen capacitor are shown in Fig. 
2B. The capacitor was varied over 
a 1:4 range. 

The exact value of base coupling 
capacitance depends upon input 
characteristic of the transistor, 
leakage inductance and delay time 
of the transistor. Although it 
should be possible to calculate the 
optimum value, such an approach 
would be more time consuming than 
an experimental determination of 
C B . For most applications, a value 
within the indicated range will be 


satisfactory. Only for applications 
requiring maximum efficiency or 
frequency stability, would an ana¬ 
lytical determination be worth 
while, although the improvement is 
usually small. In any case, it is ad¬ 
visable to check for margin against 
blocking oscillations, by increasing 
Cm. 

Of interest for class C oscillator 
work are alpha cut off frequency, 
saturation voltage, beta at peak 
collector current, and breakdown 
voltages. Minimum diode break¬ 
down voltages should be V C b — 2V 
(1 + n) and V Ett = 2 nV. A high 
beta transistor is preferable to a 
low beta unit, since it permits a 
larger bias resistor, and conse¬ 
quently, lower loss. Saturation 
voltage at peak current should be 
as low as possible for good voltage 
stability and efficiency. The peak 
current can be up to one order of 
magnitude greater than the aver¬ 
age current. I C no is usually of no 
significance, except that it provides 
additional bias margin at high tem¬ 
peratures. 

TANK CIRCUIT—If the oscillator 
is to operate into an external load, 
the designer has a choice of loaded 
Q. As the total load resistance R L 
is represented by the parallel com¬ 
bination of Rjf (transformed ex¬ 
ternal load resistance), Q(oL ( , and 
R f the efficiency increases as L r is 
increased. However, frequency sta¬ 
bility is decreased due to a lower 
total Q. Total collector efficiency 
(d-c to load resistance) is the prod¬ 
uct of tank circuit efficiency and 
switching efficiency. 

If the oscillator does not have to 
deliver power to an external load, 
but provide maximum frequency 
stability, the tank circuit design 
should provide as low a tank circuit 
reactance as possible. If the d-c 
supply voltage to the oscillator is 
given, the available Q of the core 
material and the power dissipated 
in the tank circuit will set a lower 
limit to the tank circuit reactance 
that can be used. However, if the 
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COLLECTOR TO EMITTER voltage and collector current 
for oscillator operating with insufficient base bias current 

(A) , sufficient bias current with base coupling capacitance 
chosen for zero phase shift between current pidse and voltage 

(B) , small value of base coupling capacitance shows leading 
current and poor frequency stability (C)> large base coupling 
capacitance shows lagging current and poor frequency sta¬ 
bility (D). Scale is 10 volts per division , 100 ma per division 
and 2 microseconds per division — Fig. 2 


supply voltage can be chosen, a low 
voltage is preferable to higher volt¬ 
age, since it permits a lower tank 
circuit reactance for a given Q and 
power limit. 

Transformer turn ratio n deter¬ 
mines peak emitter to base voltage 
and conduction angle of the tran¬ 
sistor. It was found experimentally 
that a peak-to-peak voltage between 
5 and 15 v will give conduction 
angles between 80 and 50 degrees. 
Conduction angle determines the 
ultimate efficiency of the transistor 
switch and the peak current the 
transistor has to carry. For a con¬ 
duction angle of 70 degrees, the 
peak current will be approximately 
eight times average collector cur¬ 
rent. As the saturation voltage in¬ 
creases with current, lower conduc¬ 
tion angles do not necessarily pro¬ 
duce higher efficiencies. It is good 
practice to design for a conduction 
angle of approximately 70 degrees, 
that is, to choose the turn ratio n 
to deliver approximately 8 volts 
peak-to-peak to the base to emitter 
junction. 

DESIGN EXAMPLE—A 122 Kc 
oscillator was designed to deliver 
4.8 volts ±5 percent to an rf bridge 
circuit with a load impedance of 
270 ohms at ±45 degrees phase 
angle. Total efficiency of 50 percent 
and frequency stability of less than 
±2 percent with respect to load 
impedance variations were also de¬ 
sign requirements that had to be 
fulfilled. 

As the supply voltage is 10 volts, 
the peak voltage across L c will be 
approximately 9.5 volts (assuming 
a saturation voltage drop of 0.5 volt 
for a germanium transistor). Ef¬ 
fective a-c voltage across L c will 
therefore be 6.7 volts. The turns 
ratio, collector to load winding, then 
becomes 1.39 and the reflected load 
resistance R,f across L ( is (270) 
(1.39) 8 = 520 ohms. Tank circuit 
reactance and loaded Q will be pre¬ 
scribed by the frequency stability 
required. Reflected load impedance 
can have a phase angle from —45 
to -|-45 degrees. In the extreme 
case the reflected load impedance 
would be 740 in parallel with 
±j740 ohms. To produce less than 
±2 percent frequency change, the 
tank circuit reactance should be less 
than (J740) (2) (0.20) = j 29.6 
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Transformer is No. 30 wire wound, 


ohms, since 4-percent reactance 
change produces 2-percent fre¬ 
quency change. 

Tank circuit reactance is chosen 
as j20 ohms to exceed the fre¬ 
quency stability requirement. Core 
material to be used has a Q of 120 
at 122 Kc. The tank circuit reso¬ 
nance resistance then becomes 20 
X 120 = 2,400 ohms. 

The turn ratio will be chosen as 
0.4 to deliver 8 volts peak-to-peak 
to the base to emitter junction. 

Neglecting bias resistance, the 
total load resistance would be 2,400 
ohms in parallel with 520 ohms or 
420 ohms. From 7 d . c = V/1.8 R L , 
the average d-c collector current 
will be 13.3 ma. Peak current for a 
70 degree conduction angle will 
then be approximately 100 ma. A 
2N1307 transistor with minimum 
beta of 30 at 100 ma was chosen. 
Allowing a safety factor of 2, bias¬ 
ing R is calculated as 14,200 ohms. 
A 15,000 ohm resistor is used. 
This resistor will be reflected as R' 
= 4,900 ohms in parallel with R L 
(Eq. 1). Since this is approxi¬ 
mately an order of magnitude 
larger than the load resistance, the 
load resistance is not significantly 
changed by the reflected bias re¬ 
sistance. Under some circum¬ 
stances, the transformed bias re¬ 
sistance modifies the load resistance 
to a larger extent. The calculation 
of R would then have to be repeated 
until the error is minimized. 

The reflected bias resistance 
changes the total load resistance to 
386 ohms. Then, d-c collector cur¬ 
rent becomes 7 d _ c = 14.4 ma. 

Since voltage across R is equal to 
14 V (d-c supply voltage plus recti¬ 
fied a-c voltage), the d-c bias cur¬ 
rent is equal to 0.93 ma. Total sup¬ 
ply current is then 15.3 ma, and 
the d-c power supplied is 153 mw. 
Since the output power for a 270 
ohm resistive load would be 85 mw, 
the total efficiency is 55.5 percent, 
which meets the requirement of at 
least 50 percent efficiency. 

The base coupling capacitor is 
chosen for 20 oscillator periods. A 
value of 0.0107 ^f will give 20 
periods, but a 0.01 gi capacitor will 
work just as well. 

Tank circuit reactance is ex¬ 
tremely small (20 ohms). Trans¬ 
formation of tuning capacitance is 
desirable to reduce capacitor size 


FINAL DESIGN of 122-Kc oscillator, 
on a Ferroxcube core — Fig . 3 


(Fig. 1C). A 4,000 pf capacitor is 
small enough to be practical, and 
large compared to the winding ca¬ 
pacitance of the core (about 50 pf), 
and therefore a good value to use. 
The winding data for the trans¬ 
former can be found from N = a 
y/L mh , where N = number of turns 
and L = inductance. For the core 
used, a was given by the manufac¬ 
turer as 93 ±2 percent. 

The circuit and all values for this 
design example are shown in Fig. 
3. The oscillator was built and the 
measured results were practically 
identical to the calculated values. 

ACCURACY—To judge the ac¬ 
curacy of the calculation, the exact 
value of all components were meas¬ 
ured before use in the oscillator. 
Also, the Q of the coil, resonating 
at 122 Kc with a 4,000 pf capacitor 
was measured, before the value of 
120 was used in the calculations. 
The transistor beta at peak current 
was measured, to check the formula 
for the maximum bias resistance. 
The formula proved to be an ac¬ 
curate prediction of the oscillator 
behavior, since the transistor ceased 
to be saturated at the peak of each 
cycle, when a value of R greater 
than the permissible value was used 
(Fig. 2A). Transformation of load 
resistance into R L is only possible 
for ratios corresponding to the 
square of the quotient of integral 
turns. The design example was 
written around a realizable trans¬ 
formation ratio. 

All of the above mentioned fac¬ 
tors combine to explain the extreme 
accuracy of prediction achieved. In 
practice, the designer will not know 
the coil Q with anything better than 
perhaps 20 percent accuracy, and a 
corresponding error will be intro¬ 
duced. The number of turns for the 
collector winding is the object of 


the calculation, hence a restriction 
is imposed as to physically realiz¬ 
able transformation ratios. This 
can be significant if proper tank 
circuit reactance is obtained at 15 
turns, as in the design example. 

Fortunately, all of these problems 
can be worked out on paper, with 
the synthesizing procedure outlined 
above. The designer is not forced 
to handle a high number of inter¬ 
acting variables, as is the case in 
an empirical design of oscillators, 
with no guaranty of ever achieving 
an optimized design, or a design 
that will meet worst case conditions. 

From the previous analysis, it ap¬ 
pears that a simple method can be 
used to approximate, with a high 
degree of accuracy, the large signal 
behavior of one type of class C 
transistor oscillator. The analysis 
could be extended to other circuits, 
such as the grounded base or 
grounded emitter Hartley, with 
only minor modifications. However, 
the grounded collector Hartley can 
cover all low and medium frequency 
requirements with a higher degree 
of flexibility than many other cir¬ 
cuits. The Colpitts oscillator is best 
suited for high frequency applica¬ 
tions, where a coefficient of cou¬ 
pling close to unity between collector 
and base winding would be difficult 
to achieve. For lower frequencies, 
the two capacitors required (one 
of which is usually extremely 
large), and the difficulty of apply¬ 
ing power to the transistor place 
the Colpitts at an economic disad¬ 
vantage. 

A number of restrictions, such 
as for example close coupling be¬ 
tween collector and base winding, 
had to be introduced to facilitate 
the analysis. This is not only 
necessary for a simple analysis, but 
also a requirement for stable per¬ 
formance. 
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Improved Electronic Differentiator 
Has Low Noise Factor 

Time delay of added amplifier smoothes out irregularities caused by h-f noise 

By N. D. DIAMANTIDES, Goodyear Aircraft Corp., Akron, Ohio 


differentiation is one of the most basic—and there¬ 
fore most common—computational operations. It is 
riddled with more difficulties than any other opera¬ 
tion. When electrical quantities are to be used for 
differentiation, the time derivative of a voltage, e ln , 
can be obtained as a current, i f if a capacitor of 
capacitance C is charged from the voltage source e ln 
as 


and the output becomes 


e o Cg — — Cg — RC ^ f?iu 

By designing the amplifier so that e 0 is at ground 
potential 


«. = -sc £ eu 


(4) 


1 ~ C dt ein 

Using practical components, the current is totally 
inadequate as an output because of its low value, 
except when the rate of change of e ln is high. The 
difficulty is alleviated through conversion of the out¬ 
put into a voltage by forcing the current through a 
resistor R , as in Fig. 1A. If the input is charging 
at a constant rate and for a time sufficient for the 
current through C and R to assume its steady state, 
the output voltage is 

e„ = RC e iB (2) 

Hence the output has the benefit of an amplifying 
factor R. 

However the alleviation is not bought without a 
penalty that manifests itself as undesirable transient 
effects, particularly when higher derivatives are pres¬ 
ent at the input. In response to a step increase of the 
input rate de ln /dt f the output does not follow with 
perfect fidelity the value RCde ln /dt f but instead ap¬ 
proaches this value exponentially with a time con¬ 
stant RC as 


e. = (1 - e~ ,IRC )RC €j n (3) 

TRANSIENT EFFECT—The disturbing transient 
effect is due to the fact that the input signal is shared 
between the resistor and the capacitor instead of 
being applied across the capacitor alone. This can 
be remedied if junction O between R and C is held 
at a constant voltage through a monitoring device 
that demands no current from the junction. Ideally 
the operational amplifier is such a device, since it 
has practically zero input current, inverts the voltage 
polarity between input and output, and has an oper¬ 
ating output range that can accommodate the input 
level. 

Assuming that the amplifier has infinite gain 



If the open-loop gain k of the amplifier is finite 

«. = - fc-qpy (1 - e~ ik+1),IBO )RC -jL e in (5) 

Comparing Eq. 5 and 6, the time constant has been 
reduced by a factor (k -f 1), a valuable improvement. 

SATURATION—However, it is common experience 
that in actual computations the input rate is often 
so large that the amplifier saturates before the out¬ 
put has the time to reach its required value; e„ then 
will no longer be held at ground level by the output 
action and the amplifier becomes blocked for an 
appreciable time. This will happen if the input is a 
step function drawing de in /dt = oo. The output will 
swing to the limit of its range and the grid potential 
will begin to move back, at a rate equal to this limit 
value divided by RC; when it has assumed a value 
equal to the step, operation will be resumed. But this 
is not the only practical malfunction: on account of 


-i- k-1 

c 

ein 

A (A) -F 




PASSIVE DIFFERENTIATING circuit (A); conven¬ 
tional (B) and improved (C) differentiators — Fig. 1 
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DIFFERENTIATION OF TRIANGULAR and square leaves with improved model (left) and comparison of differen¬ 
tiator noise (right) — Fig. 2 


the high open-loop gain that operational amplifiers 
must have, oscillations may follow. The situation may 
be rectified by inserting a small resistor r in series 
with the capacitor, which changes the arrangement 
to a phase lead circuit that permits a fluctuation of 
c t to cancel itself immediately rather than belatedly 
with R and C acting as a filter. Then, assuming that 
k = oo, the result is 


Ihe noise output is likely to be out of proportion to 
the desired signal output and. may completely mask 
this signal. By contrast, the action of the first am¬ 
plifier, Fig. 1C, featuring a time-delay characteristic, 
is a smoothing process which tends to iron out ir¬ 
regularities caused by high-frequency noise. If this 
noise were to be approximated by a sinusoidal e ln = 
sin wf, then the output of this first amplifier will be 


e. =-(\ - e-"' c )RC 'ire,,, (6) 

at 

This is a universal characteristic of practically every 
computer amplifier used as differentiator and can be 
expressed in a Laplace form (the ordinary notation 
in analog computation) as 

«•(«) = - l (7) 

where s is the Laplace operator, s = jeo of the fre¬ 

quency domain. Equation 7 is directly obtained from 
the circuit of Fig. IB by adding the currents at the 
junction point O, assuming infinite amplifier gain and 
zero grid voltage, and designating resistive imped¬ 
ances by R and capacitive impedances by 1/Cs. 

Equation 7 may be written 

f ” (s) “ T (8) 

The form of the computational operation suggested 

by the right-hand member of this expression is 
shown in Fig. 1C, which, when the sign-reversing 
feature of computer amplifiers is considered, is 
equivalent to a difference amplifier, and has the re¬ 
sponse function 

-RT* 

PEAKING EFFECTS—The most significant aspect 
ol this setup is the absence of a differentiator, that 
is, of a capacitor in series with the input of an am¬ 
plifier; hence no operational unit is subject to the 
peaking effects of differentiations, that is, to the 
accentuation of irregularities in the signal being 
differentiated. Such irregularities are due usually 
to noise developed internally and tend to be of rela¬ 
tively high frequency. Since the output of a differen¬ 
tiation process is directly proportional to frequency, 


eJ " ) ( 1 + rCs s 2 + u 2 ) 


or in the time domain 


(9) 


e 0 = — — sin (cot — tan -1 rCco) (10) 

Vl + (rC o>) 2 

which predicts greater attenuation the larger ca is. 
To demonstrate the performance of the suggested 
differentiator, Fig. 1C, the following values of 
parameters were selected: C = 0.05 /if, r — 0.10 
megohm, R x — 0.10 megohm and R 2 — 1.0 megohm 
resulting in a transfer function 


e„(s) 


0.10 8 

1 + 0.005s 


(ID 


In Fig. 2 (left) the results of differentiating a tri¬ 
angular and a squarewave are shown, demonstrating 
the validity of the analysis. 


COMPARISON—The new differentiator was also 
compared to the conventional one as to noise. To 
do so, the inputs of both were connected to the output 
of the same computer amplifier whose gain was set 
equal to unity. The capacitor value in both circuits, 
Fig. IB and 1C, was selected as C = 1 /if, and the 
value of the resistor r in the first circuit was lowered 
to the point where the differentiator output e v was 
a noise signal of 1 volt peak-to-peak as seen in Fig. 
2 (right). The differentiator had a transfer func¬ 
tion s/d + 0.003s). Not only noise but also a d-c 
offset was observed in the output, probably because 
the amplifier was close to instability. The values of 
the circuit parameters of the new differentiator were 
then selected to give the same time constant and 
gain; that is, r = /?, = 0.003 megohm, R = 1 meg¬ 
ohm, and its output noise recorded with the results 
shown also in Fig. 2 (right), where a 2-to-l im¬ 
provement can be seen. 
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Constant-Current Regulator 
Speeds Relay Testing 

Constant total resistance circuit eliminates manual current adjustments 
and provides uniform conditions for testing production relays 


By D. H. LIEN 

Planning Engineer, 

Western Electric Company, 

Indianapolis, Indiana 

NO two relays from a production 
run perform exactly alike. They 
have different electrical resistances, 
magnetic reluctances, inductances 
and mechanical pull-in qualities. 
They can be tested for operation at 
either a specified minimum current 
or a minimum voltage. 

For telephone relays that are op¬ 
erated at a distance from the source 
voltage, the minimum current test 
is practical. In testing large pro¬ 
duction runs, considerable time can 
be consumed making current ad¬ 
justments because of variations in 
coil resistances. The applied cur¬ 
rent should not be adjusted down¬ 
ward from above the minimum op¬ 
erating current after the relay has 
operated, because less current is 
required to hold the armature than 
to operate it. Rather, the current 
should be brought up to the re¬ 
quired level from the low side to 
assure relay operation at the speci¬ 
fied minimum. The rate of flux 
buildup in the relay also becomes 
important in designing a test cir¬ 
cuit. A relay will pull in with the 
least current if the flux builds up 
rapidly; therefore, the flux should 
not be permitted to build up faster 
in the test circuit than is expected 
in the operating circuit. 

The conventional way to obtain a 
constant current is to use a high 
voltage in series with a high drop¬ 
ping resistance. Variations in load 
resistance are then a small percent¬ 


age of total circuit resistance and 
cause little change in current. Prac¬ 
tically any degree of current regu¬ 
lation can be obtained this way by 
using a sufficiently high voltage and 
a high dropping resistance. There 
are some disadvantages. In addition 
to the hazard of high potentials and 
possible arcing, the current and flux 
buildup is faster, and a relay that 
just pulls in under these conditions 
may not operate at all under actual 
conditions. 

A more suitable source would be 
a voltage of approximately that 
used in the operating circuit and 
a series resistance approximately 
matching that of the relay. Since 
each relay has a different resistance 
within a statistical range, part of 
the circuit must provide dynamic 
resistance compensation to assure 
that the same current is conducted 
through each relay. A series re¬ 
sistor and a transistor will perform 
this function well. If the source 
voltage and ambient temperature 
are constant, no other compensating 
devices are required. 

CIRCUITS—The circuit shown in 
Fig. 1A is a bridge with the base 
of a transistor as one corner and 
a potentiometer contact as the op¬ 
posite corner. Variations in relay 
resistance shift the balance of the 
bridge such that variations in 
the transistor base current ad¬ 
just the transfer resistance of 
the transistor in the opposite direc¬ 
tion, tending to keep the total re¬ 
sistance constant in the relay arm 
of the bridge. This is a negative 
feedback that is greatest when the 


potential of the base does not vary 
with the base current in a direction 
to minimize the base-current varia¬ 
tions. If the base current is a sig¬ 
nificant part of the potentiometer 
current, the potential of the di¬ 
vider terminal and the base will be 
partially affected by the amount of 
base current and will diminish the 
feedback. 

Adding a second transistor in the 
cross-arm as shown in Fig. IB will 
amplify the change in cross-arm 
current seen by the controlling 
transistor and exert a much tighter 
control. 

The circuits of Figs. 1A and IB 
are satisfactory if the only varia¬ 
tions are in relay resistances. They 
require a constant-source voltage 
and a constant ambient tempera¬ 
ture. If the source voltage should 
vary, the potentials of both bridge 
corners change in the same propor¬ 
tion, and no compensating base- 
current shift occurs, thus allowing 
the load current to shift in propor¬ 
tion to the voltage change. A volt¬ 
age reference zener diode connected 
as in Fig. 1C will compensate for 
voltage variations and will also 
provide tighter current control 
from load resistance variations 
than the circuit of Fig. 1A, because 
variations in base current will 
cause practically no variations in 
base potential. 

An ambient temperature change 
will affect the operating point of 
the transistor and cause the current 
to be regulated at a different value. 
This can be counterbalanced as 
shown in Fig. ID by placing a tem¬ 
perature-sensitive resistor with a 
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positive temperature coefficient of 
resistivity in the emitter circuit 
where it will affect the operating 
point of the transistor. 

Some relay tests require starting 
and stopping the test current, 
which may cause high-voltage 
surges to be generated in the coil. 
It may be necessary to protect the 
circuit from these surges. Figure 
ID shows a diode placed across the 
coil. When the source voltage is 
interrupted, the collapsing mag¬ 
netic field in the relay generates a 
surge in the forward direction 
through the diode. When the relay 
is energized, the diode is inversely 
polarized and does not affect the 
load current. It will however, pro¬ 
long the release time of the relay. 
A further protection is to operate 
the transistor close to saturation 
so that its resistance is low and will 
not absorb a large proportion of the 
surge energy. This is accomplished 
by using as much series fixed re¬ 
sistance in the collector circuit as 
possible because this resistance de¬ 
termines the amount of resistance 
the transistor assumes to keep the 
current constant. Although the re¬ 
sistance in the emitter circuit is 
part of the total series resistance 
which should match the relay resist¬ 
ance, its value fixes the current 
level that the transistor will control 
for a given zener diode voltage. 
Therefore, part of the series resist¬ 
ance may be placed in the collector 
circuit to move the transistor 
toward the low-resistance side. 

If the source voltage fluctuates 
widely, it may be necessary to add 
a second zener diode and resistor 
across the first as in Fig. ID. 

DESIGN—In designing a con¬ 
stant-current test circuit with 
matched impedance, a voltage 
is needed that is just sufficient 
to drive the test current through 
twice the expected median re¬ 
lay resistance R. Practical con¬ 
siderations may require about 
10 to 20 percent above this. If the 
relay resistance range is R ± A R, 
the transistor resistance need op¬ 
erate only from about 0 to 2A R. 
When a high resistance relay of 
R + aR is being tested, the tran¬ 
sistor resistance will be near zero. 
When a low resistance unit of R — 
A R is tested, the transistor resist¬ 



CIRCUITS (A) and (B) compensate for relay resistance variations , circuit 
(C) for supply voltage variations and (D) for ambient temperature — Fig. 1 


ance will be 2a R. The balance of 
the circuit should be R — A R, mak¬ 
ing the total resistance in the bridge 
relay arm always equal to 2R. 

The potentiometer of Fig. 1A 
may be 40 to 100 times the amount 
of the relay resistance and up to 
200 times for the circuit of Fig. IB. 
If it is too low, it will consume 
considerable power. If it is too 
high, the fluctuations in base cur¬ 
rent will alter the base potential 
and diminish the controlling action 
of the transistor. This latter effect 
is less in the circuit of Fig. IB be¬ 
cause of the amplifier in the cross- 
arm. Only the central portion of 
the potentiometer is needed, and it 
may be practical to use a lower- 
resistance potentiometer with fixed 
resistors on each end. This will also 
protect the potentiometer from 
being overloaded near the negative 
end. 

Since half the potential drop will 
be across the relay, the collector 
potential will be less than half the 
voltage, and the base potential, as 
determined by the potentiometer or 
the zener diode, will be less than 
this. 


The resistance in series with the 
zener diode must carry the base 
current and the zener current as 
well as limit the power consumed 
by the zener diode. Its voltage drop 
is the source voltage minus the 
zener voltage. 

The temperature-sensitive re¬ 
sistor should have a sufficient power 
rating to prevent self-heating, par¬ 
ticularly if the current is turned 
on and off frequently. A ratio of 
temperature-sensitive resistance to 
fixed resistance of about 1 to 6 in 
the emitter circuit of a 2N1022 
transistor provides close regulation 
in an ambient temperature varying 
from 24 to 40 C. If the current 
increases when the whole unit is 
heated, increase this ratio. 

Since these circuits are prac¬ 
tically purely resistive when com¬ 
pared to the relay being tested, the 
current rise time is limited only by 
the inductance of the relay and 
the source voltage. This meets most 
practical relay test conditions. 
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Addition of a standing-wave 
indicator improves bridge 
measurements when making 
antenna admittance calculations 



TYPICAL TEST setup with standing-wave indicator at right 


NEW APPROACH TO 


Antenna Bridge Measurements 


By W. P. CZERWINSKI 

U. S. Army Signal Research 
and Development Agency, 
Fort Monmouth, New Jersey 


bridge measurements of antenna 
admittance are usually made with a 
tone-modulated r-f signal (usually 
1-Kc audio tone on required r-f) 
and listening for the audio null on 
a receiver that is coupled to the 


output of the admittance bridge. 

In most cases, bridge measure¬ 
ment of antenna admittance is a 
straightforward procedure with no 
ambiguity involved. However, 
large aperture antennas can pick 
up atmospheric noise plus un¬ 
wanted signals of sufficient inten¬ 
sity to make the bridge reading am¬ 
biguous. This condition can be 
further aggravated if the test an¬ 



tenna is within the strong field of 
a nearby transmitting antenna. 
The signal mixing can override the 
null, producing either a broad null 
or no null at all. 

HOW TO MEASURE—The new ap¬ 
proach is to follow conventional 
methods of measuring antenna ad¬ 
mittance until a broad null is lo¬ 
cated with the admittance bridge 
tuned to approximate null center. 
The headphones are then replaced 
with a standing-wave indicator con¬ 
taining a 1-Kc filter and a high-gain 
amplifier with meter readout. The 
indicator is set to its maximum 
sensitivity and the admittance 
bridge controls adjusted until the 
indicator meter dips sharply to its 
no-signal condition. 

With the Smith chart referred to 
a 600-ohm open-wire transmission 
line, admittance is normalized to 
1/600 or 1.67 millimhos. Test fre¬ 
quency is 12.1 Me. With the admit¬ 
tance bridge reading conductance 
G = 1.53 millimhos and susceptance 
B = -3.1 pf, then G/Y„ = 0.917. 
Therefore, — jB — 2? rfC = —0.236 
millimho and B/Y 0 = — j 0.14. 

The normalized Smith chart ad¬ 
mittance values are 0.917 —j 0.14, 
transferring to impedance becomes 
1.08 -f j 0.17. As this measurement 
was made through a 0.164 wave¬ 
length, 600-ohm transmission line, 
the impedance is rotated to the new 
value of 0.84 ±: j 0. Therefore, the 
impedance at the feed point is 600 
X 0.84 = 504 ohms. The swr then 
becomes 600/504 = 1.19:1. 
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PRECISION with SIMPLICITY 

FROM DELCO RADIO 

That’s the big feature in Delco Radio’s new 175 VA and 250 VA static inverter power supplies. 
These all-transistor units offer increased reliability through simplified circuits. Both static inverters 
are designed for either airborne or ground applications and will withstand overload and output 
short circuit conditions indefinitely, delivering at least 110% of rated output before going into 
overload protection. Units automatically recover to full output upon removal of overload and 
short circuit. Units are designed to meet the environmental requirements of MIL-E-5272C. For 
further information on military electronics write Delco Radio’s Military Sales Department. 



ELECTRICAL 

SPECIFICATIONS 


175 VA STATIC INVERTER 


250 VA STATIC INVERTER 


Input 

Voltage: 27.5 VDC ± 10% per MIL-STD 704 

Input 

Voltage: 27.5 VDC ±: 10% per MIL-STD-704 

Output 

Power: 

175 VA single phase 0.5 lag to 1.0 pow 
factor 

Output 
er Power: 

250 VA single phase 0.6 lag to 1.0 power 
factor 

Voltage: 

115 V adjustable from 110 to 120 volts Voltage: 

115 V adjustable from 110 to 120 volts 

Regulation: 

1-volt change for any variation of load be- Regulation: 

tween zero and 110% of full load, and input 
voltage between 25 VDC and 30 VDC 

0.7 volt lor any variation of load between zero 
and 1 10% of full load, and input voltage be¬ 
tween 25 VDC and 30 VDC 

Frequency: 

400 ± 1 cps. Frequency: 

Frequency changes less than 1.0 cps. for all 
environment, load and input voltage vari¬ 
ation 

400 dr .5 cps. 

Frequency changes less than 1.0 cps. for all 
environment, load and input voltage vari¬ 
ation 

Distortion: 

Less than 5% total harmonic 

Distortion: 

Less than 5% total harmonic 

Efficiency: 

80% at full load 

Efficiency: 

80% at full load 
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RESEARCH AND DEVELOPMENT 


Industrial Engines Get Breakerless Ignition 



ROTATING permanent magnet 
switches transistors on and then off, 
interrupting current in primary of 
output transformer to generate 
ignition pulse — Fig. 1 


SPARKPLUGS 

X X X X X X 



POWER for ignition system will 
usually be provided by lh-volt d-c 
battery-rectifier unit supplied by 
a-c source — Fig. 2 


Specially made transformer 
allows wide selection of 
ignition characteristics 

electronic ignition system has 
been designed to meet the special¬ 
ized requirements of modern indus¬ 
trial gasoline engines, including 
high-pressure turbocharged units. 
No distributor or breaker points 
are required in the developmental 
system. It can provide the high 
sparkplug voltages required in the 
new industrial engines, such as 
those being put into service in proc¬ 
essing and pipeline applications. 

The electronic ignition system is 
the culmination of 10 years of de¬ 
sign effort and field experience by 
American Bosch Division of Ameri¬ 
can Bosch Arma Corp. A pulse 
generator system introduced in 
1951 is said to have been success¬ 
ful in principle and practice. A 
number of them are still operating 
after more than 50,000 hours of 
trouble-free service, according to 
Ralph S. Warner, senior engineer. 
However, the physical size and in¬ 
itial cost of these systems have 
limited use to very large engines. 
These and other factors led to a 
completely new approach to the de¬ 


sign of an ignition system to meet 
the requirements of modern indus¬ 
trial gasoline engines. 

OPERATION—The basic circuit 
of the new ignition system for one 
cylinder is shown in Fig. 1. As the 
rotating timer magnet passes the 
generating coil, small positive and 
negative pulses are produced. Tran¬ 
sistor Q l is switched off during the 
half cycle that voltage to the base 
is positive and on when it is nega¬ 
tive. When Q, is conducting, current 
from the 12-volt supply through 
resistors R lf R., and R s develops neg¬ 
ative bias voltage that switches on 
Q, and Q 3 . When Q, is conducting, 
current flows through the primary 
of the transformer. 

As current in the generating coil 
reverses polarity, all transistors are 
switched off. Interruption of cur¬ 
rent in the transformer primary 
produces ignition voltage across the 
secondary in a manner similar to 
opening the breaker points in con¬ 
ventional ignition systems. Accord¬ 
ing to Warner, the flux reversal is 
very abrupt, resulting in a spark¬ 
timing repetition accuracy of bet¬ 
ter than ± i degree. The fast 
switching characteristics of the 
transistors are also an important 


factor in producing an ignition 
pulse with a rapid rise rate, which 
permits secondary energy levels to 
be reduced without lowering sec¬ 
ondary voltage capabilities. 

Most electronic ignition systems 
proposed for automotive engines 
control a transistor with small cur¬ 
rents that pass through conven¬ 
tional breaker points and use a 
high-tension distributor to supply 
the ignition pulses from a single 
transformer to all sparkplugs. Al¬ 
though these systems cost less than 
the new system, they provide only 
partial solutions to some of the 
problems associated with conven¬ 
tional ignition systems. 

In the American Bosch system, 
the control pulses are generated in¬ 
ductively using a single timer mag¬ 
net with generating coils, switching 
circuits and output transformers 
for each cylinder. This arrange¬ 
ment eliminates the breaker points 
and high-tension distributor and 
the problems associated with them. 

TRANSFORMER DESIGN — A 
key feature of the new system is 
use of a specially designed output 
transformer in which the secondary 
turns are wound in 14 sections or 
pies. This construction results in 
low distributed capacitance and net 
inductance of only 200 microhenries 
or about 0.05 that of transformers 
used in conventional systems. These 
transformer parameters permit 
wide latitude in selecting ignition 
characteristics. 

For example, in the transformers 
used in conventional systems, which 
have a turns ratio of about 60:1. 
transient peaks of several hundred 
volts appear across the primary. 
Only very expensive transistors can 
withstand these voltages. Transis¬ 
tors could withstand the heavier 
currents that would result from in¬ 
creasing the turns ratio by adding 
secondary turns. However, in a con¬ 
ventional transformer, the corre¬ 
sponding increase in inductance and 
distributed capacitance would re¬ 
duce voltage rise rate. The low 
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DO YOy, JOHN DOE, SPECIFY 


AIRFRAME AND LEAD WIRE? 



If you do, John Doe—like me, you’re on the prowl for 
reliable wire, cables, and harnesses. Not just the 
‘‘reliability” claimed for nearly all products but the real 
McCoy. I found it, John, in Hitemp’s Teflon Airframe 
and Lead Wire—and we can get immediate delivery 
right out of stock. 

Look, John, Hitemp’s Airframe and Lead Wire offers so 
much more, check this list— Long life and design possi¬ 
bilities • Cost savings, space savings, and weight savings 
• Dielectric Constant —Lowest of all solid materials • 
Dissipation Factor —Lowest of all solid materials • 
Insulation Resistance —Extremely high, will not deteri¬ 
orate with time, temperature, humidity, or other environ¬ 
mental conditions • Dielectric Strength —Extremely 
high, unaffected by environmental conditions thus allow¬ 
ing reliable operation over a wide variety of conditions. 


Those are the things I’ve been looking for in Airframe 
and Lead Wire, John—haven’t you? Before we specify 
wire again, we’d do well to examine the Hitemp line— 
because their kind of reliability means RELIABLE. We 
can write for more information, engineering assistance, 
and their “Condensed Catalog”—I’m gonna do it now. 


HITEMP WIRES CO. 

a Division of Simplex Wire & Cable Co. 

1200 SHAMES DRIVE, WESTBURY, NEW YORK 
1532 S. CALIFORNIA AVE., MONROVIA, CALIF. 
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Chemical Division 


3m 



PHOTOS COURTESY. INTERNATIONAL RESISTANCE COMPANY. PLASTIC PRODUCTS DIVISION. 


ABRASION RESISTANCE lplus 8 more KEL-F 81 virtues! 
helps fold miniaturization problems down to size! 


More and more, electronics designers rely on 
KEL-F 81 Brand Plastic for miniaturization 
answers as circuit complexity grows, available 
space shrinks. Circuits encapsulated in KEL-F 81 
Plastic, for example, save space and weight, speed 
assembly operations, prevent wiring error. And 
this plastic insulates etched circuits, other con¬ 
ductors to withstand abrasion, conquer increas¬ 
ingly severe environments. 

Consider the switch above. The outstanding 
abrasion resistance of KEL-F 81 Plastic protects 
circuitry against severe shock and vibration, even 
acceleration up to 15,000 times the force of 
gravity! The circuit, heat-sealed in layers of KEL-F 
81 Plastic film, accordion folds into housings, also 
of KEL-F 81 Plastic. In other electronics applica¬ 
tions, this outstanding abrasion resistance is useful 
in improving “spaghetti” tubing, tube sockets, 
coil forms, many other components. 


8 MORE PROBLEM-SOLVING PROPERTIES OF 
KEL-F 81 PLASTIC! 1) Dielectric strength: arc re¬ 
sistance greater than 360 seconds, dielectric 
strength more than 500 vpm. 2) Zero moisture 
absorption: minimizes surface flash-over, blocks 
water vapor. 3) High mechanical strength: com¬ 
bines excellent tensile, impact and compressive 
strengths, low cold flow. 4) 800-degree range: 
from —400 to -f400°F. 5) Chemical inertness: 
resists practically all corrosive media. 6) Radia¬ 
tion resistance: retains great strength despite 
severe exposure. 7) Optical transmission: great 
jplarity in thin sections to visible and infrared 
light. 8) Reliability: pin hole free films guarantee 
operation under critical conditions. 

Check the column at right for additional infor¬ 
mation about circuitry encapsulated in KEL-F 81 
Plastic, as well as the authorized processor list. 

••KEL-F*' IS A REG. TM OF 3M CO. 


miNNESOTA [DINING E MANUFACTURING CD. 3 IT! 
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KEL-F 81 Plastic 

BRANO 

...in typical applications 


Conventional wiring (left) weighs 14 
ounces; circuit that replaced it (right), 
laminated in KEL-F 81 Plastic, weighs 
only 2 ounces, takes less space. And 
laminated circuits usually cost less 
on an installed cost basis. 


Typical circuits that can be encapsu¬ 
lated with KEL-F 81 Plastic include 
hookup wiring, multiconductor cables 
with feeder arms, shielded cables, 
matrix assemblies, and complex, high- 
density circuits. 


FOR MORE DATA about KEL-F 81 
Plastic for specific electronics applica¬ 
tions, contact 3M Chemical Division 
Branch Office in Chicago, Cleveland, 
Los Angeles or Ridgefield, N. J. 

AUTHORIZED PROCESSORS 
OF KEL-F 81 PLASTIC 
Adam Spence Corp., 

963 Frelmghuysen, Newark, N.J. 

Allied Nucleonics Corp., 

2421 Blanding Ave., Alameda, Calif. 

Auburn Plastics, Inc., Auburn, N.Yi 
Bonny Manufacturing Corp., 

146 Main St., Maynard, Mass. 

Carmer Industries, Inc., 

22 N. 26th St., Kenilworth. N.J. 

The Fluorocarbon Company, 

1754 Clementine, Anaheim, Calif. 

Fluorulon Laboratories, Inc., 

Box 305, Caldwell, N.J. 

Garlock, Inc., Palmyra, N.Y. 

G-W Plastic Engineers, Inc., Bethel, Vt. 

Gries Reproducer Corp., 

125 Beechwood Ave., New Rochelle, N.Y. 
Modern Industrial Plastics, Div. of Duriron 
Company, Inc., 3337 N. Dixie Dr., Dayton 14, 0. 
Moxness Products, Inc., 

1914 Indiana Ave., Racine, Wis. 

Penn-Plastics Corp., 

100 Fairhill Ave., Glenside, Pa. 

Plastic Molded Parts, Inc., 

1350 Fifth Ave., East McKeesport, Pa. 
Pli-O-Seal Mfg. Co., Sub. of Zero Mfg. Co., 
1010 Chestnut St., Burbank, Calif. 

Raybestos Manhattan, Inc., Pacific Div., 
1400 Orangethorpe, Fullerton, Calif. 

L. W. Reinhold Plastics, Inc., 

8763 Crocker St., Los Angeles 3. 

Saunders Engineering Corporation, 

3012 Spring St., Redwood City, Calif. 

W. S. Shamban Co., 

11617 W. Jefferson Blvd., Culver City, Calif. 
Thermotech Industries, Inc., 

3336 Gorham Ave., Minneapolis 26, Minn. 
Timely Technical Products, Inc., Industrial 
Plastic & Engineering Div., Verona, N.J. 

Tube Turns Plastics, Inc., 

Halochem Products Div., 

3713 Forest Lane, Garland, Texas 

For general technical information about 
KEL-F 81 Plastic, write Chemical 
Division, Dept. KAX-72, 3M Com¬ 
pany, St. Paul 1, Minn. 
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overall impedance of the new trans¬ 
former is achieved with a turns 
ratio of about 900:1, resulting in 
a transient of about 34 volts across 
the primary. 

Characteristics chosen for the 
new ignition system include a sec¬ 
ondary output exceeding 30 Kv with 
peak primary input current of 6 
amperes. Since each transistor con¬ 
ducts during about 23 degrees of 
rotor rotation, average current is 
only 0.3 amp for each cylinder. 

The low transformer inductance 
and distributed capacitance also 
contribute to overall secondary rise 
time of about 100 microseconds, 
which is import in firing partially 
fouled sparkplugs. These trans¬ 
former characteristics also result in 
less energy storage and thus re¬ 
duced sparkplug erosion. 

DESIGN PROBLEMS — Some 
problems encountered in develop¬ 
ing the system are receiving fur¬ 
ther study. As engine timer shaft 
speed increases from 0 to 100 rpm, 
timing is retarded about li de¬ 
grees, which can be compensated 
in initial setting of timing. As 
speed is increased above 100 rpm, 
timing is further retarded linearly 
at about i degree per 100 rpm, 
which can also be partly compen¬ 
sated in setting of timing. However, 
this shift is opposite to the desired 
direction for variable speed en¬ 


gines. The variation in timing is 
a function of generating coil im¬ 
pedance, which is necessary for low- 
speed operation, and a compromise 
must be made. Thus far, attempts 
to tune this circuit have resulted 
in resonance or loss problems. 

In using germanium transistors, 
ambient air temperature must be 
limited to 135 degrees F to pre¬ 
vent thermal runaway. This prob¬ 
lem should be solved by the avail¬ 
ability of low-cost silicon transis¬ 
tors. The relatively long conduction 
time of the transistors adds to the 
thermal problem and increases 
power consumption. This problem 
is caused by the strong timer mag¬ 
net required for low-speed opera¬ 
tion, which induces voltage in the 
generating coil during too large 
of an arc of rotation. This problem 
is being corrected by changing the 
shape of the pole pieces. 

An unwanted early pulse of sec¬ 
ondary voltage occurs when the 
transistor is switched on. Although 
it has been controlled so that it 
does not fire the sparkplug, it 
causes confusion in setting timing 
by producing timer light flashes. 
This problem is easily remedied by 
temporarily connecting a diode 
from the transformer to ground. 

A number of the system tested 
on engines have demonstrated the 
basic feasibility of the system for 
low to moderate speed operation. 


Laboratory Supply for Transistors 


By FRED W. REAR 

Lytle Corp., Albuquerque, N. M. 


versatile power supply has been 
designed specifically for testing 
breadboard transistor circuits. It 
can fulfill rapidly changing require¬ 
ments for voltages over a wide 
range of values. 

Although a suitable power source 
is one of the most important test 
equipment needs of the design en¬ 
gineer, available power supplies 
often do not meet some of the re¬ 
quirements for testing breadboard 
transistor circuits. For example, the 
instrument may not be portable or 
it may not provide a sufficient se¬ 
lection of output voltages. Fuzing 



POWER SUPPLY provides wide 
range of voltages for testing bread¬ 
board transistor circuits — Fig. 1 


may not be adequate to protect cir¬ 
cuits under test, since current 
overloads of durations that can 
damage transistors are not pre¬ 
vented by ordinary fuzing. 

Many of these requirements are 


55 






















LAPP 



AND-OFF INSULATORS 
FOR MODERATE 
OR HEAVY DUTY 



For years, Lapp has been a major supplier of stand-off 
insulators to radio, television and electronics indus¬ 
tries. Wide knowledge of electrical porcelain applica¬ 
tion, combined with excellent engineering and produc¬ 
tion facilities, makes possible design and manufacture 
of units to almost any performance specification. The 
insulators shown on this page are representative of 
catalog items—usually available from stock—and cer¬ 
tain examples of special stand-offs. The ceramic used 
is the same porcelain and steatite of which larger Lapp 
radio and transmission insulators are made. Hardware 
is brass or bronze; brush nickel plating is standard. 

Write for Bulletin 301 with complete description 
and specification data. Lapp Insulator Co., Inc., Radio 
Specialties Division, 194 Sumner St., Le Roy, N. Y. 


met at a small investment by the 
basic power supply in Fig. 1. To 
provide a selection of the most use¬ 
ful d-c voltage levels, the supply is 
designed to provide constant out¬ 
puts of 3, 6, 9, 12, 24, 27, 30, 33 
and 36 volts d-c. The transformer, 
which like the rectifier is rated at 
5 amperes, has six secondary taps 
covering a range of 36 volts. A hi-lo 
switch transfers the negative bus 
between the ground tap and the 
24-volt tap. 

Conventional meters are used to 
monitor output voltage and current, 
and a switch is provided for output 
polarity reversal. 

OVERLOAD PROTECTION — 
The overload protection circuit 
for the power supply is shown in 
Fig. 2 and incorporated at the 
dashed line in Fig. 1. Transistor 
Qi and the 0.47-ohm resistor are 
in series with the positive output 
bus, and remains saturated for 



OVERLOAD protection circuit 
switches power off rapidly to pre¬ 
vent current overloads from damag¬ 
ing transistors — Fig. 2 

all normal output current levels. 
Transistors Q 2 , Q a and Q 4 are all 
reverse biased under normal cur¬ 
rent loads. 

If excessive loading occurs, the 
voltage drop across the 0.47-ohm 
resistor and the saturation resist¬ 
ance of Q, biases Q, in the forward 
direction, causing it to saturate. As 
a result, forward bias is applied 
through the biasing resistors to the 
bases of transistors Q a and Q,. Tran¬ 
sistor Q 3 immediately switches off 
Qi, which removes power from the 
load. 

A relay coil in the collector cir¬ 
cuit of Q 4 closes a set of contacts 
that maintain the overload circuit 
in the open condition. After an 
overload has occurred, the voltage 
selector switch in Fig. 1 must be 
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rotated to the off position and then 
rotated back to one of the voltage 
positions in order to open the relay 
contacts and thus reset the overload 
circuit. 

A pushbutton reset switch with 
normally open contacts connected 
between the base of Q, and the posi¬ 
tive bus could be used to restore 
output power if the overload has 
been removed. However, it has been 
noted that requiring the selector 
switch to be rotated to off and then 
to a voltage position provides the 
engineer with better stimulus for 
checking that the load has been 
reduced to a proper operating level 
than simply pressing a pushbutton. 
Requiring rotation of the selector 
switch to restore power also re¬ 
duces the temptation to use the 
power supply under marginally 
heavy loads. 

PACKAGING—Because of its cir¬ 
cuit simplicity and the limited 
need for providing heat sinks, 
this power supply can be housed 
in a light-weight portable case for 
use in the laboratory or for trouble¬ 
shooting in the field where line 
voltage is available. 

The power supply is also useful 
for electroplating small objects, 
such as printed circuits and hard¬ 
ware. A buzzer or light can be con¬ 
nected to a second set of relay 
contacts in the collector circuit of 
Q 4 to warn that current has been 
removed from the bath. This pre¬ 
caution can prevent spoilage of the 
plating job through no-current im¬ 
mersion in the bath. Current limit¬ 
ing as provided by the overload 
protection circuit in this power sup¬ 
ply is often desirable in electro¬ 
plating. 

The current level at which the 
overload circuit operates is deter¬ 
mined in part by the 0.47-ohm re¬ 
sistor. Increasing resistance causes 
the circuit to operate with less cur¬ 
rent. This resistance can be ad¬ 
justed to provide the desired cur¬ 
rent limiting, and the resistor used 
should be as stable as possible. 
Heat shielding should be provided 
to protect the resistor from ambient 
temperature changes and from heat 
from other components. Some pro¬ 
tection is also necessary to prevent 
temperature excursions in tran¬ 
sistor Q t . 



RATINGS FROM 50 MA TO 15 AMPS 
DC, 60 CPS and 400 CPS TYPES 
MINIATURE CASE; SIZE ONLY 

l 3 /4" x lVe" x %" . 

TRIP LEVEL INDEPENDENT 
OF TEMPERATURE q 

REMOTE INDICATING 

TYPE AVAILABLE JmL 


■ INSTANTANEOUS OR 
B DELAY ACTION TYPES 

^ ■ HERMETICALLY SEALED 

■ SERIES-SHUNT - RELAY TYPES 

■ TWO AND THREE GANG 
ASSEMBLIES FOR INTERLOCKING 
CIRCUIT PROTECTION 


Only slightly larger than a conventional 
panel switch, the breaker serves as switch, 
fuse, relay and indicator. 

Bulletin B-41 on request 


k 


AIR PAX 


1 

p * 

m ■v-jw 


l 

— 

CAMBRIDGE DIVISION • CAMBRIDGE, MD. 

TWX: CAMB MD 545 PHONE 228-4600 
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COMPONENTS AND MATERIALS 



DIODE GATE packages all have six diodes. One type , left, has three two-input OR gates. Silicon and circuit , right , has 
diodes of opposite polarity fabricated on silicon of opposite conductivity , has two three-input AND gates 


Logic Blocks Offer Design Flexibility 


Isolate passive elements, 
use separate diode gates 
to greater advantage 

TOKYO —Planar transistor and di¬ 
ode logic circuits, fabricated on sili¬ 
con slices by Nippon Electric Co. 
Ltd. are designed to compromise 
between completely integrated cir¬ 
cuits and individual components 
(see Electronics, May 11, 1962, 
P 52). 

Technology used in fabricating 
the planar units is similar to that 
used in fabricating completely in¬ 
tegrated circuits. However, com¬ 
pany chose circuits not having in¬ 
tegral passive components in the 
same package for its initial effort 
because they say increased pre¬ 
cision is obtained in the passive 
components at the expense of slight 
increase in size. Also smaller num¬ 
ber of units can be used to greater 
advantage throughout company's 
own wide line of electronic equip¬ 
ment. 

Packaging the transistor and di¬ 
ode circuits in to-5 cases will 
greatly decrease the size and weight 
of computers and other digital 
equipment. Flexibility of the de¬ 
signs chosen will also enable com¬ 
pany to satisfy a larger number of 
outside users with fewer types. 

First group of Nippon Electric 
logic packages will consist of six 


transistors or six diodes fabricated 
on a single silicon die. Isolation 
between individual elements on the 
same die is achieved by biasing the 
outermost electrode—the collector 
for the transistors—backward with 
respect to the body of the die. Fab¬ 
rication of diodes and transistors is 
similar. Main difference is that for 
diodes the diffusion of the emitter 
region is eliminated—the region 
which would correspond to the base 
of the transistor is one region, that 
which would correspond to the col¬ 
lector is the other, see diagram, p 
61. Also, the allowable free air dis¬ 
sipation of the present units is 
greater than could be obtained with 
completely integrated circuits. 

HIGHER SPEEDS—Use of diode 
gating allows higher speed and less 
heat generation than transistor gat¬ 
ing, according to company logic. 
Direct coupled transistor logic was 
also considered but company claims 
it suffers from difficulties in par¬ 
allel driving, small temperature 
range of operation, and slow speed. 
In dctl circuits investigated to 
date, company says charge storage 
in collector or load resistor portions 
of the circuits is a difficult problem 
which has been only partially 
solved. 

The transistor nor circuits pro¬ 
duced by Japanese company can be 
operated at speeds up to 4 Me clock 


rate. Speed of the diode units is so 
much faster that no slowdown is 
caused when diodes are used for 
gating the transistor circuits. 

Even when used with standard 
passive components, circuit densi¬ 
ties are more than ten times those 
using conventional transistors and 
diodes. Cost is less than one-third 
that of completely integrated cir¬ 
cuits. To further reduce size and in¬ 
crease convenience without greatly 
increasing prices, Nippon Electric 
is planning a series of passive cir¬ 
cuits to be used with the packs. 

Transistor and diode packages 
are now available on a sample basis, 
company will start standard pro¬ 
duction in the fall. 

Transistors in the NOR gates 
have an F r of several hundred Me, 
which allows their use at clock rates 
up to 4 Me in saturated transistor- 
resistor logic circuits. Six transis¬ 
tors in all nor packages are avail¬ 
able in three types: one six-input 
nor gate, two three-input nor 
gates, and three two-input NOR 
gates. Collector connections to the 
transistors consist of large-area 
metalized regions common to all 
transistors in one gate. However, 
with the exception of the common 
emitter connection, the individual 
NOR gates in the multiple units are 
independent. 

Two packages having only two 
transistors each will also be pro- 
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MOTOROLA 
1N3189-91 series 
Flangeless 


DELIVERS 
1-AMP @ 
100°C 

designed to meet the 
high-reliability 
standards of 
MIL-S-19500/155 
(NAVY) 



MOTOROLA 
MR-322-6 and 
1N3208-12 series 

General Purpose 

18-AMP 
50-400 PIV 

... as low as 46$ 

Heavy Duty 11/16" stud 

15-AMP 
50-400 PIV 

... as low as 83$ 


MOTOROLA 
1N3282-86 series 
Subminiature 

1000 - 
3000 PIV 

Only 1/10" in 
diameter. Low l R of 
.001 mA @ 25°C. 


MOTOROLA 
IN 1563-6 series 
Single-Ended 

§ 100-400 
VOLTS PIV 

Exceptionally high 
surge handling capacity 
... peak one-half cycle 
forward surge current 
60 cps, 25°C ambient 
— 70 Amps. 


AND LOOK at the typical advantages you get from each of these 


other types of MOTOROLA silicon rectifiers . . . 


MOTOROLA TOP HAT RECTIFIERS 

75 types 50-1000 volts PIV 

LOW I. — very low reverse current at rated 
DC voltage — as low as lO^A @ 25°C. 


MOTOROLA FLANGELESS RECTIFIERS 

11 types 100-1000 volts PIV 

COMPLETE PIV RANGE—100 thru 1000 volts. 
HIGH l f —in addition to 750 mA @ 25°C for 
the standard flangeless line; new types offer 
1-Amp at 100°C. 



MOTOROLA 7/16" STUD RECTIFIERS 

60 types 50-1000 volts PIV 

LOW l R —maximum full cycle average as half 
wave rectifier (resistive load) as low as 
.0005 mA. 


MIL 


type 


RECTIFIERS 


Top-Hats: 

1N538 (JAN) MIL-E-1/1084A 
1N540 (JAN) MIL-E-1/1085A 
1N547 (JAN) MIL-E-1/1083A 
Flangeless: 

1N3189 (USN) MIL-S-19500/155 


FAST SERVICE ON SPECIALS 

More than 1,000 special types of silicon rectifiers have been developed 
and produced by Motorola to meet individual customer needs... pro¬ 
viding an exceptional special device production capability which assures 
unmatched service on any “specials" you may require. 

t For application assistance, Motorola’s Silicon Zener 
Diode and Rectifier Handbook is available from the 
Motorola Semiconductor Distributor or District Sales 
Office, or by writing the factory direct. Price—$2.00. 


IMMEDIATE LOCAL AVAILABILITY —For your convenience, all popular types 
of these top-quality Motorola silicon rectifiers shown above are available 
from stock at the Motorola Semiconductor Distributor in your area. 

THE WORLD’S LARGEST PRODUCER OF POWER RECTIFIERS 

MOTOROLA 

Semiconductor Products Inc. 

A SUBSIDIARY OF MOTOROLA. INC. 1961 

5005 east mcdowell road • phoenix e, Arizona 
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MIL SIZE Tl: Stocked in 
values from 1.7 to 68 mfd for 
85°C and 125°C operation. 
Voltages from 4 to 125 volts 
depending on capacitance 
and operating temperature. 
Standard tolerances. 

COM’L SIZE U: Same as 

shown above. 


MIL SIZE T3: Immediate de¬ 
livery on values from 25 to 
560 mfd for 85°C and 125°C 
operation. Voltages from 4 to 
125 volts depending on ca¬ 
pacitance and operating tem¬ 
perature. Standard tolerances. 

COM’L SIZE G: Same as 
shown above. 


MIL SIZE Tl: Stocked in 
values from 1.7 to 68 mfd for 
85°C operation only. Volt¬ 
ages from 6 to 125 volts de¬ 
pending on capacitance and 
operating temperature. 
Standard tolerances. 

COM’L SIZE SU: Same as 
shown above. 


MIL SIZE T2: Off-the-shelf 
in values from 9 to 270 mfd 
for 85°C and 125°C opera¬ 
tion. Voltages from 4 to 125 
volts depending on capaci¬ 
tance and operating tempera¬ 
ture. Standard tolerances. 


COM’L SIZE F: Same as 
shown above. 



OHMITE 

MANUFACTURING COMPANY 

3610 Howard Street • Skokie, Illinois 


RHEOSTATS • POWER RESISTORS • PRECISION RESISTORS • RELAYS • R. F. CHOKES 
GERMANIUM DIODES • VARIABLE TRANSFORMERS • TANTALUM CAPACITORS • TAP SWITCHES 
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A fine choice, too .. . 


o a c r 


OHMITE 

Germanium 

DIODES 



■m.*? 



Discover, as other users have, 
how Ohmite achieves unusual 
reliability through manufactur¬ 
ing quality control. 



Specs and 
Listings, 
BULLETIN 158 


Cross Index Ohmite 

to 24 Makes, Stock Diodes, 
BULLETIN 1002 BULLETIN 164 


SEND FOR 
A SET 


Ohmite Mfg. Co. 
3610 Howard St. 
Skokie, Illinois 


OHMITE 
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PLANAR CONSTRUCTION of 
six-transistor nor circuit (A) 
fabricated on ip-type silicon slice. 
Schematic (B) shows interconnec¬ 
tions. Construction of diode pack¬ 
age is built upon n-type silicon 


duced for applications including 
darlington amplifiers, choppers, dif¬ 
ferential amplifiers, and flipflops. 
The transistors are similar to those 
in the nor gates. 

Diode packages all have six di¬ 
odes, but are available in four types 
of or gates and three types of and 
gates. Reverse recovery time of all 
diode units is in the several micro¬ 
second range making them suitable 
for use at high repetition rates. 

The or circuits, fabricated from 
n silicon, have two sets of np junc¬ 
tions because gates are isolated 
from each other and the header by 
a back biased np junction. Four 
types of or units are available. For 
ordinary diode OR gates there are 
one six-input OR gate, two three- 
input or gates with one common 
input lead, and three two-input or 
gates with one common input lead. 
A package is available for decou¬ 
pling in computer circuits. This 
unit has three two-input OR gates 
in which two of the gates have two 
independent inputs each—the two 
inputs of the third gate correspond 
to one input each of the other two 
gates. A typical counter circuit 
uses two OR units and two transis¬ 
tor nor units. 

Silicon AND units differ from OR 
units mainly in having diodes of 
opposite polarity fabricated on sili¬ 
con of opposite conductivity. The 
AND circuits are fabricated on p 
silicon dice. Each diode actually 
has two sets of pn junctions because 
gates are isolated from each other 
and the header by a back-biased pn 



junction configuration. 

EXPERIMENTAL CIRCUITS — 
Nippon Electric has also fabricated 
other circuits on an experimental 
basis to demonstrate that they have 
mastered the technology involved. 
Company has no immediate plans to 
produce these circuits, but will 
manufacture them if sufficient de¬ 
mand exists. 

One such unit has three transis¬ 
tors for use as a darlington ampli¬ 
fier; it is fabricated from a single 
n silicon die. The three concentric 
planar horseshoe-shaped transistors 
have characteristics that corre¬ 
spond to NEC types 2SC33, 2SC49, 
and 2SC23. Total device power dis¬ 
sipation is 10 watts with a case 
temperature of 25 deg C. 

Different techniques are used in 
the fabrication of two direct-cou- 
pled-transistor-logic circuits. Both 
a five-transistor NOR gate, and a 
three-transistor NOR gate with an 
additional inverter stage to give 
or output, have been developed. The 
dctl units differ from the others 
in using mesa, not planar, transis¬ 
tors. The NOR package is complete, 
including a diffused load resistor, 
on a single silicon die. The OR cir¬ 
cuit is on two silicon dice, the NOR 
circuits on one die and the inverter 
circuit on the other. Both load re¬ 
sistors in the or circuit are bulk 
resistors. Construction of each of 
the two stages in the OR circuit is 
similar to the dctl circuit de¬ 
scribed in Electronics, May 4, 
1962, p 20. 

C.L.C. 
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PRODUCTION TECHNIQUES 



WIRE COVERED with niobium-tin emerges from mass-production process apparatus developed by RCA Labora¬ 
tories and RCA Electron Tube Division. Production speed is as high as 16.8 meters per hour 


Gas Process Makes Superconducting Wire 


Wire is superconductive 
at relatively high 
temperature (near 18 K) 

wire coated with niobium-tin, and 
used to make superconducting mag¬ 
nets, is being produced by RCA 
with an irreversible gas-phase 
transport method. Although the 
process was announced last fall, no 
details were then made known. The 
process has now been perfected to 
the point where the RCA Electron 
Tube Division will be making com¬ 
mercial quantities of the wire, ac¬ 
cording to information made known 
to Electronics. 

The process reportedly solves the 
low-temperature structural prob¬ 
lems of superconducting materials 
with respect to ductility and the 
strength to withstand the force of 
high magnetic fields. Niobium-tin 
has in the past been prepared 
chiefly by sintering of the powders 
of niobium and tin at 1,200 C. At¬ 


tempts were made to melt the sin¬ 
tered masses of Nb.,Sn at 2,400 C 
and resolidify the material. Since 
tin boils well below the melting 
point of niobium, the resulting 
solidified material was of unpre¬ 
dictable composition. Powders of 
the sintered materials, therefore, 
were pressed and resintered, but 
while the desired composition was 
maintained, the resulting material 
was too porous, resulting in elec¬ 
trical “dislocation” problems even 
when pressures as high as 17,500 
atmospheres were used. 

Basis for the gas-phase process 
is the simultaneous reduction of the 
mixed gaseous chlorides of niobium 
and tin to form Nb tt Sn at tempera¬ 
tures such that predictable com¬ 
positions are obtained. 

In initial attempts, the pairs of 
chlorides NbCL-SnCb or NbCU-SnCl* 
were used as starting materials. 
Vapor pressures of these chlorides 
had to be adjusted to obtain the re¬ 
quired 3 to 1 ratio of the chlorides 


of niobium and tin in a gaseous 
mixture. In doing this, use was 
made of a long quartz tube with 
three distinct temperature zones. 
In a typical experiment, the first 
zone was at 120 C and contained 
NbCl,; the second was at 300 C and 
contained SnCL; the third or hot 
zone was at 1,000 C. The vapors of 
the chlorides from the first two 
zones were swept into the hot zone 
by a slow stream of helium or argon 
gas. Hydrogen gas was introduced 
into the hot zone through a thin 
quartz tube to start reduction of 
the mixed chloride vapors. Result¬ 
ing metallic deposits in the hot 
zone were Nb 3 Sn and a large 
amount of an unidentified black im¬ 
purity. 

PROCESS SIMPLIFIED—By re¬ 
stricting the entire process, includ¬ 
ing the insertion of the metallic 
chlorides, to the 1,000 C hot zone, 
the entire deposition process is con¬ 
siderably simpler, with the ratio of 
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REMOTE DATA RETRIEVERS, EVENT AND DATA RECORDERS 
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THE ANSWER TO 
YOUR RECORDING PROBLEMS ... 

Whatever your recording problem may be —HOGAN 
FAXimile recorders are available, or can be designed, 
to fill your requirements. As many as 2000 simultane¬ 
ously recording styli —up to 100 styli to the inch for 
high-speed facsimile—chart widths to 30" and feed rates 
to 50" per second. 

HOGAN specializes in electrolytic techniques for 
event, spectrum analysis, oscillograph and facsimile re¬ 
cording, frequency time analysis, computer printout, au¬ 
tomatic high speed plotting and special purpose binary 
and gray scale recording applications. 

“Use Hogan design ability!” 


HOGAN FAXimile Corporation • 635 Greenwich St., New York 14, N. Y. 

A SUBSIDIARY OF TELAUTOGRAPH CORPORATION 
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Good 

parts 

work 

best! 


Intermediate 
Frequency 
Transformer 
I FT 


The high standards of MITSUMI electronic 
components are insured by a fully-auto¬ 
mated assembly system, and double-checked 
by rigid quality controls. Mitsumi Electric 
Company is Japan's largest manufacturer 
of components for radio, television and 
communications equipment. 

MITSUMI PARTS 

MITSUMI ELECTRIC CO., LTD. 

Komae, Kitatama, Tokyo 


POLVVARICON 

Variable 

Capacitor 
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closed-cycle 


MASER COOLER 


• %-watt refrigeration at 4.4°K 

• simplified cryostat design 

• reliable, unattended operation 



Advanced capabilities in cryogenic 
design, development, and fabrication, 
enable Air Products to meet specific 
customer requirements for closed- 
cycle electronic coolers. 

Cryostat unit pictured here, for ex¬ 
ample, is part of a cryogenic refrigera¬ 
tion system developed for the Lincoln 
Laboratory of the Massachusetts Insti¬ 
tute of Technology. 

System operates on Joule-Thomson 
principle to provide maser-coolingtem- 
peratures as low as —452°F (4.4°K) 
without cold moving parts ... is also 
adaptable for cooling superconducting 
magnets and cryogenic computer de¬ 
vices . .. eliminates handling of cryo¬ 
genic liquids which boil away in open- 
cycle systems. 

Cryostat, physically separate from 
compressor unit to make possible re¬ 
mote operation, contains coiled-finned 
heat exchangers of Air Products design. 

Air Products closed-cycle systems 
maintain temperatures as low as 2.5°K 
... are ideal for field as well as labora¬ 
tory applications. 

ADVANCED PRODUCTS DEPARTMENT 
DEFENSE AND SPACE DIVISION 

A 

awl C6e*mca& 

INC. 

Allentown, Pennsylvania 

► AIR PRODUCTS MANUFACTURES A COMPLETE 
LINE OF CRYOGENIC ELECTRONIC COOLERS. 
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IMMEDIATE 

DELIVERY 

from the 

TRU-OHM 

STOCKING 

DISTRIBUTOR 


in your area 



POWER 

RHEOSTATS 


from 
12'A 
watt 
to 
300 
watt 



There is a TRU-OHM POWER 
RHEOSTAT for any and every 
application . . . with the cus¬ 
tom variations for your par¬ 
ticular needs. Your Tru-Ohm 
distributor has stock . . . your 
Tru-Ohm representative in 
your area is ready to. 
answer your prob-l 
lems . . . your inquiry | 
is invited. 

Write for our latest 
complete catalog. 




PRODUCTS 


Div. of Model Engineering &Mfg.,lnc. 
3426 West Diversey Blvd. 
Chicago 47, Illinois 

Factory: Huntington Indiana 


GRAPHITE PLUGS AND ELECTRODES 
FOR RESISTANCE HEATING OF THE WIRE 


QUARTZ TUBE FOR CHLORINATING Nb 3 Sn 





CHLORINE 



HYDROGEN 


REACTION CHAMBER 
FOR COATING WIRE 
WITH Nb 3 Sn 


■Hi ” 




FURNACE FOR MAINTAINING 
METAL CHLORIDES IN GAS 
PHASE 


NIOBIUM-TIN is deposited on wire substrate with irreversible gas-phase 
transport technique. When cooled to superconductivity , wire can carry cur¬ 
rent at a density of l million amps per cm * in a 90,000 gauss field 


the metal chlorides automatically 
adjusted to 3 to 1. The metal chlo¬ 
rides are formed by exposing pow¬ 
dered sintered Nb 3 Sn to chlorine 
gas. The rate of flow of the chlo¬ 
rides and hence the rate of deposi¬ 
tion of the Nb 3 Sn is controlled by 
adjusting the flow rate of the chlo¬ 
rine gas. Temperatures of 1,000 to 
1,200 C were maintained with good 
results: of the Nb ;l Sn converted to 
chlorides, 50 to 75 percent was re¬ 
deposited as Nb 3 Sn with the re¬ 
mainder going into the unknown 
black impurity. 

The final development of the proc¬ 
ess provided for the deposition of 
Nb :! Sn film on refractory metal wire 
substrate to form usable Nb 3 Sn 
coated wire, as shown in the sketch. 

CONTINUOUS PRODUCTION — 
Considerable changes in experi¬ 
mental procedures were necessary 
to allow continuous production of 
wire. Basic to the process is heat¬ 
ing the refractory wire to the tem¬ 
perature needed for deposition; 
this is accomplished by an electric 
current. The furnace maintains 
ambient temperatures in a range 
too low for Nb ; ,Sn to form but high 
enough to keep all metal chlorides 
volatized. Thus pure Nb 3 Sn is de¬ 
posited only on the wire and not on 
the walls of the apparatus. 

As shown, the equipment consists 
of a gas-phase transport unit made 
of quartz, and a resistance furnace; 
the furnace heating element is 
wound on a Vycor tube to allow an 
observation window. Both ends of 
the reaction tube are fitted with 
graphite plugs with small center 
holes permitting entrance and exit 
of the coated wire. The plugs also 
act as current contacts to resistance 
heat the wire and they stop react¬ 


ing gases and air; sealing is aided 
by helium-gas end plugs. 

Finding a suitable furnace tem¬ 
perature required experimentation. 
At low temperature, the apparatus 
became congested with a dark solid 
metal chloride (probably NbCl 3 ) 
and at higher temperatures with 
Nb.Sn. Small amounts of HC1 added 
to the hydrogen gas stream re¬ 
tarded concentrations of both of 
these materials, raising the mini¬ 
mum temperature requirements for 
the formation of Nb 3 Sn and lower¬ 
ing it for NbCl : „ which becomes un¬ 
stable at 900 C. Using this tech¬ 
nique, a safe temperature range for 
the apparatus was found to be 720 
to 790 C. Although no accurate de¬ 
termination has been made, deposi¬ 
tion of Nb 3 Sn on the wire is effec¬ 
tive at wire temperatures between 
850 to 950 C. 

Other important factors in proc¬ 
ess efficiency include flow rates of 
reaction gases, composition of the 
sintered Nb 3 Sn charge and speed of 
the wire; wire production has 
usually been at a speed of 6.5 meters 
per hour, although good wires have 
been grown as fast as 16.8 meters 
per hour. 

Selection of refractory substrate 
is critical in determining the final 
effective combination of supercon¬ 
ductor and substrate. Structurally, 
it was found that the coefficient of 
expansion of tungsten was consider¬ 
ably removed from that of Nb 3 Sn; 
a tantalum substrate was considered 
more suitable. Platinum-clad sub¬ 
strates gave significant improve¬ 
ment in low temperature properties, 
with critical temperature of 18 K 
and current carrying capacity up 
to 60,000 amps per cm 2 at 7,500 
gauss. 

According to measurements made 
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NEEDS AN 
OPERATOR 



to start It 


at UCLA’s Low Temperature Lab¬ 
oratory, a processed Nb a Sn coated 
wire in the presence of a 93,500 
gauss field showed a critical current 
density of 1.04 x 10 5 amps per cm 2 . 
Measurements in a 90,000 gauss 
field at MIT’s Lincoln Laboratories 
and UCLA’s Lawrence Radiation 
Laboratory showed current dens¬ 
ities of 5 x 10 5 amps per cm 2 . 


Pressure Seal for 
Semiconductor Devices 



I 2 3 



Joining method for dissimilar 
metals that produces hermetic seals 
without heat, adhesives, gasketing 
or sealants is being used in semi¬ 
conductor manufacture. Standard 
Pressed Steel Co., developers of the 
technique, will produce a line of 
stud-type semiconductor mounts, 
both caps and bases, and also tools 
to assemble the two-piece units. 

Copper and steel are used in the 
semiconductor mount but other ma¬ 
terials can also be joined. In the 
semiconductor application, the heat¬ 
less seal displaces one metal around 
another under mechanical pressure. 
As the sketch shows, the cap curls 
into the base material and residual 
stresses help hold it. The steel cap 
allows a glass seal (see photo) and 
the copper base serves as heat sink 
and conductor. 

Semiconductor assembly costs are 
lowered by reducing assembly steps, 
by promoting higher yield, and by 
producing components with less 
contaminating elements. With auto¬ 
mation techniques, several thousand 
assemblies per an hour are feasible. 

The heatless seal has been suc¬ 
cessfully tested from —80 to 400 F. 
It exceeds MIL-STD-202B, method 
107A, test condition B. 


Not much else to do. Watch it yourself 
•.. in pleasure. See how the Leesona No. 
115 Bachi Bobbin Winder saves an op¬ 
erator’s time! See how it helps her 
change bobbins and start a new coil 
quickly, easily, accurately. No fumble to 
place wire in the wire guide—no need¬ 
less motions. Listen to No. 115 .. . you 
can hardly hear it. Watch for vibration 
. . . you won't see any. Even at 10,000 
rpm. No. 115 not only saves labor, re¬ 
duces fatigue. It does more . . . more 
accurately. For instance: set a dial . . . 
the machine stops precisely at the 
number of turns desired. Another 
instance: turn a dial calibrated in 
16ths of an inch, adjust traverse 


infinitely from 0 to 2Vs inches (to 2 Va 
inches with special order machines). Ad¬ 
just the wire guide pulley microscopi¬ 
cally, compensate for differences in bob¬ 
bin flange thickness. Obtain high speed 
up to 12,500 rpm, and with certain coils 
and wires, as high as 15,000 rpm. And 
this unusual machine not only winds spool 
wound coils: it also produces layer or 
form-wound coils. You can see No. 115 is 
compact. Our fact sheet and illustrated 
folder will show it has been designed 
sensibly so it is serviceable, that its com¬ 
ponents are extraordinarily effi¬ 
cient and durable, and it has the 
safeguards you want. Call your 
Leesona agent or write; 


LEESONA 

l flHMIflf i 


Leesona Corporation/Warwick, Rhode Island. 
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NEW PRODUCTS 


DESIGN AND APPLICATION 



Unusual Oscillator Generates Direct F-M 


out storage register, serial to par¬ 
allel converter, or parallel to serial 
converter. Each stage consists of 
the basic binary element and the as¬ 
sociated gating. Parallel gate and 
pulse inputs to each stage are pro¬ 
vided at the connector, as are the 
“1” and “0” outputs of each stage. 
Epoxy glass printed board meas¬ 
ures 6 by 4.5 by 0.9 in. (303) 


Voltage-controlled crystal 
oscillator can be modulated 
between d-c and 4.5 Kc 

recently announced by Itek Elec¬ 
tro-Products Co., 75 Cambridge 
Pkwy, Cambridge, Mass., the model 
VB6000 voltage controlled crystal 
oscillator is a voltage-to-frequency 
converter that combines crystal os¬ 
cillator stability with an ability to 
linearly and repeatably deviate the 
oscillator frequency with modula¬ 
tion rates as low as zero (d-c) fre¬ 
quency. This unit generates 10 mw 
at 60 Me with dt 45 Kc deviation 
with a center frequency stability 
better than ± 0.01 percent over 0 
to 85 C. Modulation harmonic dis¬ 
tortion is less than 2J percent with 
45 Kc deviation at modulation rates 
from d-c to 10 Kc. The basic pat- 



Delay Line Timer Can 
Operate for Years 

introduced by Control Electronics 
Division, 10 Stepar Place, Hunting- 
ton Station, N. Y., the model ML100 
delay line timer is capable of pro¬ 
ducing extremely long delays 
measurable in seconds, hours, days 
or years with quartz crystal oscil¬ 
lator accuracy. Heart of the unit is 
a magnetostrictive delay line and 
logic circuits that recirculate a 
pulse over extremely long time in¬ 
tervals. This process can be carried 


ented circuit is shown in the sketch. 
The crystal is coupled to the oscil¬ 
lator through a transformer that 
introduces another pole into the re¬ 
actance plot. Slope of crystal 
reactance in the resonance region is 
reduced by a factor dependent on 
transformer ratio. The transformer 
also tunes out crystal shunt re¬ 
actance. Result is that reactance 
curve is symmetrical about oscil¬ 
lator frequency resulting in better 
linearity and greater deviation. The 
photograph shows typical applica¬ 
tion of the oscillator in a wireless 
microphone system operating at 9 
Me with a frequency response be¬ 
tween 30 cps and 15 Kc at 400 mw 
output. Receiver is diversity and 
uses a pulse counter discriminator. 

CIRCLE 301, READER SERVICE CARD 



on indefinitely. The delay can be 
used for triggering, timing, range 
markers, control signals or other 
sequencing operations. The unit is 
50 cu. in., weighs 1 lb and requires 
less than 1 w power. (302) 


Shift Register 

CONSISTS OF SIX STAGES 

ELECTRONIC MODULES CORP., 1949 
Greenspring Dr. Timonium, Md. 
Usable as a serial read in and read 



D-C Power Supply 
Has Quick Response 


SOLA ELECTRIC co., Elk Grove Vil- 
lage, Ill. The QSA adjustable tran¬ 
sistorized d-c power supply is for 
use in the bench and laboratory as 
well as in the equipment field. It 
will afford ±0.05 percent static line 
regulation and provide 0.05 percent 
static load regulation, and reduces 
ripple and noise to less than 1 mv 
rms. Response time is less than 50 
^sec for 10 percent line change at 
any load, and less than 50 /nsec for 
J may load at any line. (304) 



Translators 

OFFER VARIETY OF SPEEDS 


THE SUPERIOR ELECTRIC CO., Bristol, 
Conn. Slo-Syn translator types 
ST-250 and ST-1000 convert low- 
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Six Different Languages...NEMS-CLARKE® 
1440 Receiver Interprets Them All! 


Is it ancient history 
by the time you see 
electronics? 

Get the facts while they're new. Don't 
wait for electronics on a route slip. 
Look in this issue for the Reader Service 
Card. Fill out and mail the “for subscrip¬ 
tions” section. Only 7V^ cents a week. 

electronics 

A McGraw-Hill Publication, 330 West 42nd St., N. Y. 36 


This hard-working navigational telemetry receiver is already monitoring 
Transit,Traac, Echo, S3, SI6, Stratoscope. It is an exceptionally stable Phase- 
Lock Receiver with a tuning range of 130-140 me. The 1440 is particularly 
suited for the forthcoming S-27 Orbiting Astronomical Observatory. 
Nems-Clarke 1440 provides outputs for video, spectrum display, frequency 
monitor and signal strength recorder. Its four panel mounted meters indicate 
tuning, output, deviation and signal strength during operation. The receiver 
is for standard rack mounting. 

Write for Data Sheet C-006, Vitro Electronics, 919 Jesup-Blair Drive, 
Silver Spring, Maryland. A Division of Vitro Corporation of America. 


t fltro ElEGTPOfUCS 


Specifications: 

l. 

Type of Reception.... 

.FM 

2. 

Tuning Range. 

.130-140 me 

3. 

Noise Figure. 


4. 

IF Bandwidth — 



Wide Band . 

.100 kc at 3 db points 


Narrow Band .. 

. 50 kc at 3 db points 

5. 

Phase-Lock Detector. 

.linear to better 


than 1% over bandwidth of ± 50 kc 

6. 

Video Output . 

.adjustable 

7. 

Video Frequency 



Response. 

.400 cps to 15 kc 

8. 

Sensitivity.0.3 v peak to peak per kc 


of deviation, minimum 
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NOW READY: 

ANALOG-TO- 

DIGITAL 

CONVERTER 

NAVCOR MODEL 2201 

LOW PRICE: $2935 
ACCURACY: .05%-™. 
DELIVERY: 30 DAYS 

Format: Binary, 10 bits plus sign. 
Conversion Rate: 10,000 complete con¬ 
versions per second (9.1 microseconds 
per bit plus 9.1 microseconds.) 

Input Range: ± 10.23 volts; lower or higher 
ranges available. 

Input Impedance: 5,000 ohms; high im¬ 
pedance amplifier optional. 

Other models start from $2,775. Both 
Binary and Binary-Coded-Decimal for¬ 
mats are available. Options include 
Sample and Hold, Multiplexing, and 
Over-Range Indication. For more infor¬ 
mation, write to Navigation Computer 
Corporation, Valley 
Forge Industrial Park, 

Norristown, Pennsylvania. 



level signal pulses or square waves 
into the correct switching sequence 
needed to drive appropriate Slo- 
Syn synchronous motors at 200 dis¬ 
crete steps per revolution. Speeds 
up to 400 steps per sec are possible 
depending on the translator-motor 
combination used. 
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Microwave Amplifier for 
2.0 to 2.4 Gc Band 


MANUFACTURED by Watkins-John- 
son Co., 3333 Hillview Ave., Palo 
Alto, California, the WJ-115 micro- 
wave amplifier is designed for the* 
2.0 to 2.4 Gc band and uses a 12 
w travelling-wave tube with a solid- 
state power supply. With an input 
signal of 3 to 6 mw, nominal output 
is 12 w. Input power is 81 w maxi¬ 
mum. Probability of survival for 1 
year in orbit is 90 percent at av¬ 
erage baseplate temperature of 25 C 
and 33-percent duty cycle. Unit may 
be operated at 100-percent duty 
cycle if desired. Monitoring circuits 
are provided for pressure, collector 
temperature, helix voltage and cur¬ 
rent and collector current. (306) 



Storage Tubes 

Read Out At High Speed 

THE MACHLETT LABORATORIES, INC., 
1063 Hope St., Springdale, Conn. 
Writing at full brightness and with 


uniform storage characteristics, the 
ML-8130 offers a read-out capa¬ 
bility exceeding 500,000 ips. The 
similar ML-8139 writes at a rate 
of more than 150,000 ips. Both 
tubes are focused electrostatically 
and offer resolution characteristics 
up to 80 lines per in. Deflection is 
accomplished electrostatically in 
the ML-8130 and magnetically in 
the ML-8139. (307) 


Waveguide Load 
Mounts in Any Position 

MARCONI’S WIRELESS TELEGRAPH CO. 
ltd., Chelmsford, Essex, England. 
Type F1218, designed to provide a 
good match for radar applications 
within the 2.7 to 3.4 Gc range, is 
suitable for use with pressurized 
waveguide systems. Load consists 
of carbonyl iron and araldite molded 
in the waveguide to provide a taper 
from all four corners for the more 
rapid dissipation of heat into the 
fins for natural convection cooling. 
Plain flange is standard. (308) 



Miniature Isolator 

Can Be Preset At X-Band 

MICROMEGA CORP., 4134 Del Rey 
Ave., Venice, Calif. Miniature iso¬ 
lator can be preset for optimum 
performance at any X-band fre¬ 
quency. Specifications include isola¬ 
tion, 20 db min; bandwidth, 800 Me 
for limited temperature range, and 
100 Me for —60 to + 125 C; inser¬ 
tion loss, 0.3 db max; vswr, 1.25 
max for maximum bandwidth. It 
measures J in. by 1| in. by 1 1 in. 
weighs less than 2 oz. (309) 


Delay Lines 

Meet Most MIL Tests 

ANDERSEN LABORATORIES, INC., 121 
Milbar Blvd., Farmingdale, L. I., 
N. Y. Series of magnetostrictive 
delay packages can accomplish de¬ 
lays up to 10,000 /xsec at a repeti- 
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tion rate of 1 Me. Temperature co¬ 
efficients of 2 ppm from 0 to 50 C. 
Output levels in the order of 3 to 
5 mv at 10 millisec delay. All can 
be supplied to meet most military 
shock and vibration tests. (310) 



F-M Signal Generator 
Gages Modulation Accuracy 

ADVANCED MEASUREMENT INSTRU¬ 
MENTS, INC., 109 Dover St., Somer¬ 
ville 44, Mass. Model 303A features 
a carrier frequency continuously 
tunable from 215 to 450 Me, with 
frequency stability of ±0.005 per¬ 
cent and calibration accuracy of 
±0.5 percent. It can be modulated 
with telemetry subcarrier oscilla¬ 
tors to check modulation capabili¬ 
ties of telemetry receivers. Three 
f-m modulation deviation ranges 
are provided: 0-30, 0-100, and 0-300 
Kc, with ±3 percent full scale de¬ 
flection on all ranges and over the 
entire r-f range. (311) 



Diffusion Furnace 
Has Controllable Cooling 

BTU ENGINEERING CORP., Bear Hill, 
Waltham, Mass., has developed a 
small laboratory furnace for the 
semiconductor and electronics in¬ 
dustry. The LD-13-15-1 has an op¬ 
erating range of 650 C to 1300 C 
and can produce a repeatable ther¬ 
mal flat of 150 mm (6 in.) ±1 C or 
100 mm (4 in.) ±i C at 1275 C. 
Versatile, reliable, and repeatable 
thermal performance is achieved 
through the employment of the 
Power Prop stepless input con- 
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PROGRAMMED PULSE GENERATORS 

• Bit Rates up to 25 MC 

• 10 Bit Programmable Words 


GENERAL PURPOSE PULSE GENERATORS 

• PRF 100 cps to 25 MC 

• Variable Pulse Width and Delay 

• Variable Rise and Fall Times 

• Pulse Mixing 

• Plus and Minus Outputs 




■ 


CLOCK PULSE GENERATORS 

• PRF 100 cps to 100 MC 

• Rise and Fall Times— 

Less Than 4 nanoseconds 

• Pulse Width- 

Less Than 8 nanoseconds 


Texas Instruments complete line of pulse instrumen¬ 
tation features compact design and high reliability 
through use of all solid state circuitry. Versatile modular 
construction permits custom combination of desired 
performance characteristics. 


Write for complete Information 



Texas Instruments 

INCORPORATED 

APPARATUS DIVISION 

3609 BUFFALO SPEEDWAY 

P. O. BOX 66027 HOUSTON 6.TEXAS sol 
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SILICONE 

RUBBER 


ADHESIVE 

seaTant 


READY-TO-USE 


NEW FLEXIBLE 
PERMANENT 

SEALANi^N 


* - - 

seal leaks 
use as adhesive 
for pre-fabricated 
silicone rubber 


seal metal joints 
sheet work 
insulate wiring 
and terminals 


For a thousand jobs, just squeeze 
it on and it’s on to stay! No pre¬ 
mixing or priming. RTV-102 
silicone rubber adheres to almost 
anything — glass, metal, plastics, 
tile, wood, silicone rubber. Sets in 
minutes, cures in a few hours, forms 
a resilient rubber that never dries 
out, cakes or cracks. Resists mois¬ 
ture, grease, weathering, many 
chemicals, and temperatures from 
—75°F to 500°F. 

RTV-102 won’t sag on vertical 
surfaces, can be smoothed over 
large areas, “gives” with vibration 
and flexing. For free evaluation 
sample plus technical data, write 
on your letterhead describing your 
application to Section N770, Sili¬ 
cone Products Department, General 
Electric Company, Waterford, N.Y. 


GENERAL® ELECTRIC 


troller which utilizes silicon con¬ 
trolled rectifiers. 
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Fractional H-P Motor 
Features Fan Cooling 


CURVIN DEVELOPMENT CO., 13735 
Saticoy St., Van Nuys, Calif., offers 
a 400 cycle continuous duty motor 
in single phase capacitor type or 
with 3 phase windings. Model 131 
is conservatively rated at \ h-p at 
11,000 rpm and features a totally 
enclosed, fan cooled construction. 
Either Class F or H insulation can 
be supplied depending on the op¬ 
erating temperature. It is 5} in. 
long by 3 in. in diameter. (313) 



Static Inverters 
Offered in 9 Models 


ELECTRONIC RESEARCH ASSOCIATES, 
INC., 67 Factory Place, Cedar 
Grove, N. J. Series of semi-regu¬ 
lated d-c/a-c static inverters are 
MOPA designs which provide iso¬ 
lation between the output load and 
frequency determining elements, 
and are suitable for use with re¬ 
active loads. Nine new models are 
available which provide outputs of 
115 v a-c nominal, 60 or 400 cps, 
for d-c inputs of 10-14 v d-c or 20- 
29 v d-c. Power output ratings are 
in the category of 100 v-a, 250 v-a, 
and 500 v-a. (314) 


Welding Positioner 

RANSOME co., Scotch Plains, N. J. 
Model 40 electronically controlled 
4,000 lb welding positioner is de¬ 
signed with a single column sup¬ 
port which does not extend above 


COMPUTER 
RESEARCH 
ENGINEERS & 
LOGICAL 
DESIGNERS 


Rapid expansion of the Computer 
Laboratory at Hughes-Fullerton has 
created several attractive profes¬ 
sional opportunities for qualified 
Computer Research Engineers and 
Logical Designers. These positions 
require active participation in broad 
computer RAD activities in con¬ 
nection with ArmyiNavy computer 
ffystemsand new large-scale, general- 
purpose computers. These multiple 
processor computers utilize advanced 
solid-state circuitry, gating and reso¬ 
lution times in the millimicrosecond 
regions; combine synchronous and 
asynchronous techniques for maxi¬ 
mum speed and reliability. 

These professional assignments 
involve broad areas of logical design, 
programming and system conception. 
Fields of interest include: 

■ Distributed computers ■ Ad¬ 
vanced arithmetic processing 
techniques ■ Mechanized design 

■ Asynchronous design tech¬ 
niques ■ Utilization of parame- 
trons in computers ■ Studies in 
the utilization off multiple proces¬ 
sor computers. 

These professional assignments 
involve such RAD areas as: 

■ Solid state digital circuitry 
involving millimicrosecond logic 

■ Microwave carrier digital circuits 

■ Sub-microsecond core memory 

■ Thin film storage techniques 

■ Functional circuit concepts 

■ Micro-miniaturization concepts 

■ Tunnel diodes ■ Microwave pa- 
rametrons ■ Circuit organization 
for maximal-speed computing. 
Located in Southern California’s 
Orange County (the nation's fastest 
growing electronics center), Hughes- 
Fullerton offers you: a stimulating 
working environment; private or semi¬ 
private offices; long-term stability. 
CALL COLLECT TODAY! 

For complete information on these 
challenging assignments, call us col¬ 
lect today! Ask for: 

Mr. J. E. TENNEY at: 

TRojan 1-4080, ext. 3741. 

Or, airmail resume to: HUGHES- 
FULLERTON R A D, P. O. Box 2097, 
Fullerton 1, California. 

An equal opportunity employer. 


HUGHES 


H UGH t S AiPCBAFt COMPANY 


70 CIRCLE 70 ON READER SERVICE CARD 


electronics 














the welding table regardless of ver¬ 
tical adjustment, providing all- 
around freedom of weldment size, 
placement and access. (315) 



Variable Probe 
Connects Into P-C Jacks 

SEALECTRO CORP., 139 Hoyt St., 
Mamaroneck, N. Y. The PR-300 
probe provides test or connection 
into a 0.080 in. by 0.270 in. deep 
jack on p-c boards without solder¬ 
ing. The Press-Fit probe has a 
Teflon body 0.375 by 0.218 in. di¬ 
ameter and is available for color 
coding. Terminal lug is brass over 
hard nickel, 0.0003 minimum thick¬ 
ness, and is designed for continu¬ 
ous duty with a current rating of 
5.5 amp. (316) 



A-C Power Supply is 
Distortion-Free 


DUNCAN ELECTRIC CO., INC., Daven¬ 
port Mfg. division, 4363 W. Mon¬ 
trose Ave., Chicago 41, Ill., has 
available a highly regulated dis¬ 
tortionless a-c power supply. Out¬ 
put is continuously variable from 
0 to 135 v a-c, at a max current 
of 50 amp. Regulation is 0.25 per¬ 
cent for 20 v change in input line 
plus 0-100 percent load change. The 
supply’s amplifiers are all solid 
state and transistorized for max 
life and dependability. (317) 


Silicon Rectifier 

TUNG-SOL ELECTRIC INC., 1 Summer 
Ave., Newark 4, N. J. An 18-amp 
silicon rectifier in press-fit case 



The Wren epoxy encapsulating machine 
processes 7200 electronic components per hour! 


United Process Machinery Company, leading designers and developers of 
multi-component plastics processing systems, now offers the electronics indus¬ 
try an epoxy potting and encapsulating machine that meets the most critical 
requirements. 

Recognizing the need for a potting and encapsulating machine expressly designed 
for the electronics industry, United Process engineers and chemists incorporated 
the following features in the Wren Machine: 

METERING ACCURACY to .3 of 1% on all components with full variable output 
capabilities of from 5-600 gms/min and incorporating complete independent control 
of all components. 

MATERIALS THOROUGHLY MIXED under conditions that prohibit the entrapment 
of air bubbles or dissolved air in the potting and encapsulating compound, and 
dispensed as a homogeneous material. 

PRECISE DISPENSING of pre-determined quantities of material as small as 1/25 
gm on a manual, semi-automatic or completely automated basis, dispensing up to 
7200 shots per hour on a fully integrated production program. 

The unit is housed in a durable and compact cabinet (24" x 24" x 12") and is 
delivered ready to be installed by the United Process technical service engineer 
in your area. 

Write, phone or wire for complete details, specifications and prices. 


UNITED PROCESS 


MACHINERY 

COMPANY 


1501 COLORADO AVENUE • EXbrook 5-2719 
SANTA MONICA, CALIFORNIA 


REPRESENTATIVES IN MAJOR INDUSTRIAL. AREAS 
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Did you swipe 


this magazine ? 


Only 7*4 cents a week is the easy way! ($6 one year, $9 for two 
years, $12 three years.) Just fill in the handy "For subscriptions" 
section of the Reader Service Card in this issue . . . and you'll get 
instant subscription. 

electronics: 330 West 42nd St., N. Y. 36. 
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NEW PRODUCTS OF FAIRCHILD RESEARCH 



DEVELOPED BY FAIRCHILD CONTROLS FOR SPIN-STABILIZED MISSILES 


Measures pitch, roll and yaw rates 
up to 50007second. 


withstands overload surges up to 
300 amp at 150 C. 
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Power Supply Used to 
Test Capacitors 


WALDEN ELECTRONICS CORP., 85 Mys- 
tic St., Arlington, Mass. Model 512 
constant voltage power supply pro¬ 
vides voltage outputs from 3-700 v. 
Output current, 0 to 50 ma inter¬ 
mittent; 0-35 ma continuous. Un¬ 
usual line regulation of approxi¬ 
mately 0.00001 percent at 700 v 
output over 105-125 v line range. 
Load regulation, 0.003 percent no 
load to full load at 70 v 0.01 percent 
max. (319) 


DC in, DC out using precision AC Gyros 

Temperature.-60°F to + 200°F 

Vibration.up to 50 G’s Sinusoidal 

8 G 2 /cycle/second random 

Shock.beyond 200 G’s 



Solid State Limiter 
Replaces TR Tubes 



DEMODULATORS 


ROLL GYRO 

PITCH 
GYRO 


This is one of the many highly sophisticated tation and guidance control packages. For 
control and instrumentation packages spe- more information write Dept. No. 56E. 
cifically designed to customer specifications 
by Fairchild Controls Corporation. Examples 
of other package applications are control 
of torpedoes, instrumentation and control 
of ballistic missiles, and nose cone instru¬ 
mentation. 

A trained staff of experienced engineers is 
available to consider special problems of 225 Park Avenue, Hicksville, L. I., N. Y. 
design which you may have for instrumen- 6111 E. Washington Blvd., Los Angeles, Calif. 

Visit our booths #2127-2128 at WESCON 

TRANSDUCERS • RATE GYROS • POTENTIOMETERS • ACCELEROMETERS 



fAIRCHILD CONTROLS CORPORATION 


A Subsidiary of Fairchild Camera 
& Instrument Corporation 


SPERRY MICROWAVE ELECTRONICS 
CO., Box 1828, Clearwater, Fla., has 
developed a C-band, long-life solid 
state limiter designed to replace TR 
tubes. It operates from 5.4 to 5.7 Gc 
at power levels up to 300 Kw peak 
and 450 w average. Insertion loss, 
including a pressure window, is 1.2 
db max. Flat power leakage is nom¬ 
inally 75 mw and spike leakage is 
nominally 0.15 erg. Peak power in 
the spike is about h w. Limiter ex¬ 
hibits preselection characteristics 
and has a 3 db bandwidth which is 
nominally 35 Me. (320) 

Charger-Analyzer 

sonotone corp., Elmsford, N. Y. 
Model PCA-130 is a charger- 
analyzer for sintered-plate, nickel- 
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cadmium batteries, both military 
and commercial. (321) 



Helium-Neon Laser 
Warranted For 1,000 Hr 


Raytheon CO., Second Ave., Wal- 
tham 54, Mass., has introduced a 
rugged, helium-neon laser, war¬ 
ranted for 1,000 hr of continuous 
operation. Expected to find wide 
use in industrial and institutional 
research labs, model LG-2, employs 
confocal mirrors spaced 1 meter 
apart. Output from each end is 1.5 
mw. Beam dispersion is 8 min of 
arc. Price $7400, complete with 
r-f supply, magnetic shielding and 
image converter. (322) 



Transient Monitor 
Pinpoints Circuit Failure 


APPLIED SYSTEMS CORP., 925 East 
Meadow Drive, Palo Alto, Calif. Se¬ 
ries 2500 monitors concurrently up 
to 6 power buses on a continuous 
basis; detects and records both 
positive and negative transient im¬ 
pulses with a minimum time dura¬ 
tion of 0.1 ^sec, and digitally re¬ 
cords polarity, relative magnitude 
and time of occurrence for each 
transient. Input impedance is 9.0 
megohms at 2.5 pf; duration of de- 


We’re looking for men who can’t let well enough alone 



Northrop-Norair needs men who ask questions; men who aren’t afraid to rock the 
boat. In the advanced areas we're exploring at Norair, you don't dare take anything 
for granted. If this kind of challenge appeals to you, put down the magazine now, 
while it’s on your mind, and write us a letter. Positions are immediately available for: 

Engineers in electronic checkout systems who have worked with advanced design 
and program development. 

Engineers whose background is in supersonic aerodynamics, stability and control, 
inlet design, ducting, and performance analysis. 

Engineers familiar with airframe structural analysis. 

Scientists specializing in infrared, optics, and electronic research. 

Engineers to work in data reduction. 

Scientists who know structures research and dynamics. 

Scientists who have done supersonic aerodynamic research. 

Scientists experienced in working with information and sensing systems, platforms, 
infrared, sensors, flight controls, airborne computing and data handling systems. 
Engineers familiar with programming, operations, and instrumentation for ballistic 
missile flight test. 

Reliability Engineers to assess the reliability and to optimize the configurations and 
mission profiles of space systems. 

Chemical Engineers to work on the development and applications of structural adhe¬ 
sives for aerospace vehicles. 

Metallurgical Engineers for research and development on materials and joining. 

If you’d like more information about these opportunities and others that may be 
available by the time you read this, write and tell us about yourself. Contact Roy 
L. Pool, Engineering Center Personnel Office, 

1001 East Broadway, Hawthorne, California. I 

AN EQUAL OPPORTUNITY EMPLOYER 
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Shopping for 
digital 
computers 

9 


ABAWA can meet your needs! 

The background: ARMA’s ten years of research, design, and 
production of computers for inertial guidance have resulted in the 
development of a new family of advanced digital computers for aero¬ 
space, defense, and industrial applications. 

An example: MICRO, a general purpose, serial, binary, inter¬ 
nally programmed, microminiaturized digital computer. MICRO is 
modular in functional concept, construction and application. Its de¬ 
sign concepts have been tested and proved on Air Force programs 
and is a fully backed-up in-production reality. 

And more: non-destructive, random access, core memory . . . mi¬ 
crominiature logic modules . . . state-of-the-art reliability . . . com¬ 
plete program flexibility ... a wide range of application-oriented 
options . . . adaptability to simplified computing devices through the 
use of selected modules, or expansion to multi-computer systems. 

8830 

Detailed information, specifications and appli¬ 
cations of Arma Computers are contained in 
the new MICRO folder. Write Arma Division, 

American Bosch Arma Corporation, Garden 
City, N. Y. today. 

ABAWA DIVISION 
BOSCH ABAWA COBBOBATJO/V 


tectable transients from 0.1 fisec to 
100 millisec; transient amplitude 
range, 5 v min to 250 v max. 
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Blood Flow Sensor 
Measures Impedance 


PHYSICAL INSTRUMENTS, INC., 4565 
Ponce de Leon Blvd., Coral Gables, 
Fla. Model 450 REG (RheoEnce- 
phaloGraph) is a two-channel, fully 
transistorized, clinical and research 
impedance measurement instru¬ 
ment. Electrical ohmic values ob¬ 
tained are correlative to pulse blood 
volume. Instrument produces two 
simultaneous measurements of total 
patient cranial impedance. An in¬ 
cremental change of 0.05 ohm in 
the patient will produce a 10 mv 
output in either channel. Operation 
is completely automatic. (324) 



Mounting Insulator 
Attaches to Heat Sinks 


DELBERT BLINN ELECTRONIC SPECIAL- 
ties, P.O. Box 757, Pomona, Calif. 
The NH113-IT-1 makes it possible 
to mount pairs of any standard heat 
sink in a vertical position while in¬ 
sulating them from two common 
sides and from each other. It has a 
dielectric strength of 340 v/mil. In¬ 
sulators are molded from self-ex- 
tinguishing material which con¬ 
forms to MIL-P-20693. Size is 0.906 
by 0.500 by 0.500 in. (325) 
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PRODUCT BRIEFS 


tnc r-f monitor connectors, weath¬ 
erproof. They are composed of a 
panel receptacle and a cable plug. 
General RF Fittings, Inc., 702 Bea¬ 
con St., Boston 15, Mass. (326) 

wide sweep oscillators and attenu¬ 
ator pads. Pads cover d-c to 1,000 
Me. Kay Electric Co., 14 Maple Ave., 
Pine Brook, N. J. (327) 

packaged SCR power units for indus¬ 
trial use. Operating and storage 
temperatures are from —40 to + 
150C ambient. Electrologic Corp., 
4165 S.W. 11th Terrace, Fort Laud¬ 
erdale, Fla. (328) 

timing light generator for high 
speed photo recording. It drives 
more than 10 neon lamps. Adtrol 
Electronics Inc., 1437 Vine St., Phil¬ 
adelphia, Pa. (329) 

OCTAVE BAND TUNNEL DIODE AMPLIFIERS 
lower the receiver noise figure. 
Bandwidth is 500-1,000 Me; gain 
13-15 db. Microstate Electronics 
Corp., 152 Florad Ave., Murray 
Hill, N. J. (330) 

video amplifiers, fully transistorized. 
They are designed for use in both 
color and monochrome systems. 
Telemet Co., 185 Dixon Ave., Amity- 
ville, L. I., N. Y. (331) 

twin tetrode for ssb applications. It 
incorporates a very fast heating 
cathode. Amperex Electronic Corp., 
230 Duffy Ave., Hicksville, L. I., 
N. Y. (332) 

midget power amplifier, 400-cycle 
unit. Input impedance is 10,000 
ohms (nominal). M. Ten Bosch, Inc., 
Pleasantville, N. Y. (333) 

MINIATURE SWITCH has 2 oz max op¬ 
erating force; features 0.062 in min¬ 
imum overtravel. Cherry Electrical 
Products Corp., P. O. Box 438-2 
Highland Park, Ill. (334) 

round nose taper pin for 0.053 tap¬ 
ered receptacles, Wire sizes No. 16, 
18, 20, 22 and 24. Berg Electronics, 
Inc., New Cumberland, Pa. (335) 

heat-shrinkable tubing made of ir¬ 
radiated polyolefin; available pack¬ 
aged in small quantity assortments. 
Alpha Wire Corp., 200 Varick St., 
New York 14, N. Y. (336) 

scr d-c power supplies, high output 
rating. Panel heights are 3Vfc, 5!4 
and 10*4 in. NJE Corp., 20 Boright 
Ave., Kenilworth, N. J. (337) 

SILICON LOGIC MODULES, low power. 
Units meet all appropriate military 
specs. C&K Components, Inc., 103 
Morse St., Newton, Mass. (338) 

teflon probe for printed circuits. It 
is available for color coding. Sealec- 
tro Corp., 139 Hoyt St., Mamaroneck, 
N. Y. (339) 

regulated power supplies, environ- 
mentalized. Six models are available. 
Lambda Electronics Corp., 515 


Northrop Space Laboratories needs uncompromising men 



It takes dedicated men to breathe life into a new undertaking. Determined men, to 
guide and guard its goals through the formative years. 


Though newly organized, Northrop Space Laboratories is backed by the full facilities 
of the Northrop Corporation. It will grow. Yet it needs purposeful men to take up the 
challenge and grow with it. Will you be one of them? Key spots are now waiting for: 

Solid state physicists, to conduct fundamental research on many-body problems as 
applied to an ultra high pressure program. The goals of this program are to study the 
electrical and physical behavior of materials under ultra high pressure, to investigate 
the origin, history and structure of the moon and planets, and to find ways to utilize 
their natural resources. 

Scientists, to perform research in nuclear and radio chemistry, and to conceive and 
carry out investigations in the fields of activation analysis, dosimetry, gamma ray 
spectrometry, surface phenomena, and numerous other areas. 

Stress analysts, to develop fresh analytical techniques and apply them to new space 
structural concepts; to do stress analysis and design optimization studies on 
advanced space vehicle structures. 

A plasma physicist, to join our growing program in the measurement of plasma 
properties, spectroscopy, diagnostics, accelerators, and power conversion devices. 

A mathematician-physicist, to concentrate on systems analysis and operations 
research applied to military and non-military space systems. 

Physicists experienced in electro-optical imaging devices and laser theory; engineer¬ 
ing mathematicians interested in detection theory, reconnaissance and tracking; 
electronic engineers who know their way around statistical communications theory 
and noise phenomena; for new and original work in satellite detection systems. 

For more information about these and other opportunities, write to W. E. Propst, 

Space Personnel Office, INI East Broadway, Haw- 

thorne, California. You will receive a prompt reply. I mm 

AN EQUAL OPPORTUNITY EMPLOYER 
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WHY FIGHT 

CIRCUIT BUGS?... 

use EECo digital circuit modules! 

A life test that has already logged over 10 
million unit hours with only one degraded fail¬ 
ure is proving their reliability more and more 
conclusively each day. 

Write today for technical data and price 
information on any of our more than 250 
proven catalogued digital circuits. 

'engineered* 

ELECTRONICS 


Company 


ENGINEERED ELECTRONICS Company 

1441 East Chestnut Avenue • Santa Ana, California 
Kimberly 7-5651 • Cable Address: ENGELEX 


EUROPEAN AFFILIATE 

Electronic Engineering S.A. 

C.P. 142 Fribourg, Switzerland 


Broad Hollow Road, Huntington, 
L. I., N. Y. (340) 

AUTOMATIC VOLTAGE REGULATOR offers 
wide use flexibility. Unit is small 
and compact. The Superior Electric 
Co., Bristol, Conn. (341) 

BICIRCULAR POLARIZED ANTENNA FEED 
horns span 8.2 to 40 Gc in four 
bands. General Electronic Labora¬ 
tories, Inc., 18 Ames St., Cambridge, 
Mass. (342) 

HIGH-RESOLUTION SMOOTH-SCREEN CRT, 
5-in.-diameter. Westinghouse Elec¬ 
tronic Tube Division, Box 284, El¬ 
mira, N. Y. (343) 

QUADRATURE PHASE METER, 20 cps to 
40 Kc continuous response. Meas¬ 
ures phase angle directly in degrees 
or in-phase components in volts rms. 
Ad-Yu Electronics Lab., Inc., 249 
Terhune Ave., Passaic, N. J. (344) 

CRT magnetic shields have dual layer 
construction. Price is $150 to $300 
depending on size and complexity. 
Magnetic Shield Division Perfection 
Mica Co., 1322 No. Elston Ave., Chi¬ 
cago 22, Ill. (345) 

CARRIER AMPLIFIER-INDICATOR displays 
transducer output. Unit weighs 2 lb, 
is battery operated. Sanborn Co., 
Industrial Division, Waltham 54, 
Mass. (346) 

MULTIPOLE MAGNETIC LATCHING RELAY 
saves space and weight. It has high 
vibration and shock resistance. Al¬ 
lied Control Co., Inc., 2 East End 
Ave., New York 21, N. Y. (347) 

SSB ANALYZER TEST SET covers 500 Kc 
to 50 Me; features 10 cps resolution. 
Probescope Co., Inc., 211 Robbins 
Lane, Syosset, N. Y. (348) 

metal film resistors, current noise 
in area of —35 to —40 db. Daven 
Division of General Mills, Inc., Liv¬ 
ingston, N. J. (349) 

i-f amplifier available as welded mod¬ 
ule. The 10 Me amplifiers have a 400 
Kc bandwidth. Micromodular Com¬ 
ponents, Inc., 1857 S. Manchester 
Ave., Anaheim, Calif. (350) 

SUBCARRIER OSCILLATOR SYSTEM for 
telemetry or f-m magnetic tape re¬ 
cording. Power requirement is 25 w. 
Vidar Corp., 2296 Mora Drive, 
Mountain View, Calif. (351) 

trimmer potentiometers have visual 
indicators. Units have multiple 
means of adjustment. General Scien¬ 
tific Corp., 1535 First St., San Fer¬ 
nando, Calif. (352) 

60-channel event recorder features 
compact design. Response is better 
than 15 millisec; resolution, better 
than 7 millisec. Techni-Rite Elec¬ 
tronics, Inc., 65 Centerville Road, 
Warwick, R. I. (353) 

ZENER diodes are temperature compen¬ 
sated. Standard “Cool Junction” 
glass package is available in various 
power ratings up to 1 w. Delta Semi¬ 
conductors, Inc., 835 Production 
PL, Newport Beach, Calif. (354) 
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Literature 


of the Week 


COMMUNICATIONS EQUIPMENT Man- 
son Laboratories, Inc., 375 Fairfield 
Ave., Stamford, Conn., has released 
short form catalog No. 1000 on 
communications equipment. (355) 

multisyn-inductosyn Del Electron¬ 
ics Corp., 521 Homestead Ave., 
Mount Vernon, N. Y., has prepared 
a manual to acquaint designers 
with the precision position sensing 
elements of the Multisyn and In- 
ductosyn. (356) 

line voltage regulator Sola Elec¬ 
tric Co., 1717 Busse Road, Elk 
Grove Village, Ill. Four-page bro¬ 
chure highlights the Solartron line 
voltage regulator. (357) 

spectrometer system Varian Asso¬ 
ciates, 611 Hansen Way, Palo Alto, 
Calif., has published a 24-page cat¬ 
alog on the V-4502 EPR spectrom¬ 
eter system. (358) 

meter protector Dynatron Labora¬ 
tories, Inc., 553-E Dawson Dr., 
Camarillo, Calif. Model 201 meter 
protector is covered in a two-page 
bulletin. (359) 

filters Polyphase Instrument Co., 
Bridgeport, Pa. Selection guides 
presents a complete line of lumped 
constant LC filters covering a range 
of 5 cps to 500 Kc. (360) 

OSCILLATOR/BANDPASS AMPLIFIERS 
Sprague Electric Co., North Ad¬ 
ams, Mass. Technical Paper No. 
62-10 “Distributed Network Oscil¬ 
lators and Bandpass Amplifiers ,, 
covers some recent work on Sprague 
Ceracircuits. (361) 

PACKAGE CAPABILITIES Helipot Div. of 
Beckman Instruments, Inc., 2500 
Harbor Blvd., Fullerton, Calif., has 
published a brochure describing its 
ability to produce component pack¬ 
ages. (362) 

METALS AND compounds The Eagle- 
Picher Co., American Bldg., Cin¬ 
cinnati 1, O. A 32-page booklet 
covers a broad range of electronic 
metals and compounds. (363) 

power supplies Power Devices, Inc., 
8710 Darby Ave., Northridge, Calif. 
Technical data sheet covers a line 
of transistor regulated supplies with 
0.01 percent regulation. (364) 

TAPE & FILM DEGAUSSERS Aerovox 
Corp., Hi-Q Division, 1100 Chestnut 
St., Burbank, Calif. Bulletin covers 
three models of tape and film de¬ 
gaussers, each capable of erasing a 
recorded signal to more than 50 db 
below saturation. (365) 

GERMANIUM HALL CRYSTAL Kearfott 
Division, General Precision, Inc., 
Little Falls, N. J. Reference sheet 
KXH-3C covers a germanium Hall 
crystal intended for multiplier and 
magnetic field measurement appli¬ 
cations. (366) 



stable-amplitude oscillator 

When the specs get critical, you need an oscillator that won’t add distor¬ 
tion and instability of its own. Here’s a stable-amplitude, low-distortion 
oscillator — Krohn-Hite’s new Model 446 — that gives you a cleaner 
sine wave than any other oscillator you’ve ever worked with! 

Amplitude stability is ultra-high: 0.001 db (0.01%), due to a unique 
infinite-gain AVC circuit (patent pending). Amplitude bounce near 
line frequency is no longer a problem — less than 0.05%. Distortion 
— phenomenally low: less than 0.01%. 

But that’s not all. The 446 push-button oscillator offers continuous 
frequency coverage from one cycle to 100 kc. Voltage output is con¬ 
tinuously adjustable from 0 to 10 volts, with infinite resolution all 
the way. 

And when you need power along with stable amplitude and low distor¬ 
tion, team up the Model 446 oscillator with Krohn-Hite’s Model 
UF-101A ultra-low distortion 50-watt amplifier. Here’s an amplifier 
which preserves the stability and distortion-free characteristics, even at 
a full 50 watts. Frequency response of the amplifier — from 20 cps to 
20 kc at full power. A convenient load impedance switch offers a choice 
of 1,2, 4, 8 and 225 ohms. 

Together, this oscillator and amplifier provide a highly-stable, low- 
distortion, variable-frequency Power Source (Model LDS-115) — for 
the most critical meter calibration or measurement needs. Send for 
technical literature on these new Krohn-Hite instruments. 


KROHN-HITE CORPORATION 

580 Massachusetts Avenue • Cambridge 39, Mass. 

Pioneering In Quality Electronic Instruments 
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PEOPLE AND PLANTS 



STL Opens $30 Million Space Center 


formal opening of Space Tech¬ 
nology Lab's new $30 million Space 
Center in Redondo Beach, Calif., 
recently marked activation of the 
110-acre, campus-like facility with 
three research buildings, an engi¬ 
neering building and a manufactur¬ 
ing facility. Having a total useable 
floor area of 638,700 square feet, 
the buildings used 4,050 tons of 
steel, 184,280 cubic yards of con¬ 
crete, and more than 334,000 feet 
of telephone cable. Completion of 
the Space Center within eight 
months was expedited by utilizing 
STL techniques of concurrent plan¬ 
ning, design, and construction em¬ 
ployed to lessen time requirements 
of large research and development 
projects. 

Main feature of the Center is 
Building M-l, reportedly the first 
of its kind to be planned, designed 
and built for the purpose of fabri¬ 
cating and testing spacecraft and 
space systems. A 12,000 square foot 
“clean room" almost completely free 
of dust, moisture and other ex¬ 
traneous matter, is utilized to as¬ 
semble electronic equipment for 
space use. Mechanical fabrication 
takes place in a machine shop con¬ 
sisting of a variety of machines 
grouped around master machinists. 
Specialized shops for plating, plas¬ 
tic work, etc., are situated adja¬ 
cent to the machine shop. The 
building also contains a 137,000 
square foot structure with a 40- 


foot overhead bay area and a mov¬ 
able gantry crane for testing and 
integration activities. Test gear 
consists of a 30-foot diameter 
spherical space chamber and other 
facilities for vibration, shock and 
radiation testing. 

Plans for a second phase of con¬ 
struction scheduled to begin within 
the next few months will add an¬ 
other five buildings to the complex, 
two research facilities, a service 
building, an auditorium/library and 
an eight-story administration build¬ 
ing. 



Transitron Electronic 
Hires Vallette 

WILLIAM J. VALLETTE has been ap- 
pointed to the new position of di¬ 
rector of industrial engineers at 
Transitron Electronic Corp., Wake¬ 
field, Mass. He will have respons¬ 
ibility for administration and di¬ 


rection of industrial engineering in 
all three plants. 

Vallette had been manager of 
manufacturing of the Special 
Equipment division at Itek Corp. 

General Kinetics 
Elects Gutterman 

ROBERT P. gutterman has been 
elected president of General Kinet¬ 
ics Inc., Arlington, Va. He succeeds 
William B. Goggins, who continues 
as chairman of the board. Gutter- 
man was formerly vice president of 
the firm. 

GKI designs and manufactures 
tape cleaners, testers and con- 
trolled-tension winders used in 
electronic data processing and data 
recording installations and by tape 
manufacturers. 



Green Advances 
At Westinghouse 

WILLIAM B. green has been pro- 
moted to manager of manufactur¬ 
ing engineering at the Westing- 
house Electric Corp. Semiconductor 
division in Pittsburgh, Pa. 

Prior to this appointment, Green 
was engineering section manager of 
thermoelectrics and special products 
at the division. 


Eldre Components 
Forms Division 

eldre components, inc., Rochester, 
N. Y., recently established an Elec¬ 
tronic Products division. This divi¬ 
sion will specialize in the develop¬ 
ment and production of electronic 
components, including laminated 
magnetic shields and bus bar cir¬ 
cuitry. 

Edward F. Snyder, formerly with 
The Caledonia Electronics and 
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“business must help 
win the battle 
for higher education’ 


ALFRED P. SLOAN, JR. 

Honorary Chairman of the Board 
General Motors Corporation 


“Regardless of the strengths and attributes 
our nation possesses, if we fall behind in the 
field of education, we will fall behind as a world 
power. 

“Our scientific, cultural and economic 
growth—and our political strength—will de¬ 
pend largely upon the educational facilities we 
make available to our youth. We oive it to our¬ 
selves as a nation; we owe it to our young people 
who will inherit this nation to provide the 
financial aid that will make our institutions of 
higher learning second to none in the world. 
This is of vital importance to our business 
community. 

“Business must put its support on the line 
to help win the battle for higher education.” 


Today many of our colleges are over¬ 
crowded. In ten years, applications will 
have doubled and we will be faced with 
an even more serious crisis in our insti¬ 
tutions of higher learning. We will need 
more and better college classrooms, 
many more well-equipped college labo¬ 
ratories and thousands more of the most 
dedicated and well-trained professors. 

Only increased financial aid will pro¬ 
vide our young people with the best col¬ 
lege facilities. Only increased financial 
aid will keep our finest minds from leav¬ 
ing the teaching profession. 

For additional information on the 
crisis faced by higher education write 
to: Higher Education, Box 36, Times 
Square Station, New York 36, N. Y. 


-fg Z& 
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Published as a public service 
in cooperation with The Advertising Council and 
the Council for Financial Aid to Education 



KEEP IT BRIGHT 
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“If I can see farther 
than other men, it’s 
because I stand on the 
shoulders of giants.” 

Sir Isaac Newton 


It’s not that we Invite comparison 
with Newton. But, there’s a point 
to be made. The point is a simple 
one . . . today, all of us have the 
shoulders of giants to stand upon 
—many more than Newton had. 
Yet, how many of us use this van¬ 
tage point to see ahead? We at 
Telerad, do. On this point we wel¬ 
come comparison with our com¬ 
petitors. At Telerad, creative 
research is the byword. Whatever 
your field of interest —systems 
or component engineering, re¬ 
search and development or 
straight purchasing of standard 
components —call us at Telerad. 
Look ahead with us. 

A small reflection of Telerad’s 
capabilities is the recent develop¬ 
ment of new ... 


FERRITE 

LOAD 

ISOLATORS 



These isolators are of the reso¬ 
nance type. The principal advan¬ 
tages of the resonance isolator in 
rectangular waveguide are com¬ 
pactness, simplicity of construc¬ 
tion, relatively high power han¬ 
dling capacity, and high forward 
to reverse attenuation ratio. 
Whether your requirements are 
for high average power or high 
peak power, Telerad has the iso¬ 
lator design for your application. 


/ 



A Oiy/ISIOH OR L HD tv EL. CORtR>OFlA TION 


FLEMING!ON , N. J. 


Transformer Corp., has been named 
chief design engineer for the divi¬ 
sion. 



Barnes Engineering 
Appoints Kallet 

BARNES ENGINEERING CO., Stain- 
ford, Conn., has appointed Eli A. 
Kallet as manager of the space sys¬ 
tems department. 

Kallet previously served as pro¬ 
gram manager for the Kearfott di¬ 
vision of General Precision, Inc. 



Radio Receptor 
Names Paxson 


appointment of William D. Pax- 
son as vice president-operations of 
the General Instrument Corpora¬ 
tion Radio Receptor division, Hicks- 
ville, N. Y., has been announced. 

Paxson, formerly assistant gen¬ 
eral manager of Fairchild Stratos 
Corporation's Electronic Systems 
division since 1951, in his new post 
will be responsible for all Radio 
Receptor engineering, manufactur¬ 
ing and quality control. 


Eberline Instrument 
Promotes Moon 

JACK L. moon has been named chief 
engineer of Eberline Instrument 
Corp., Santa Fe, N. M. In his new 


post, he will direct the research and 
development of the company's 
nuclear instruments and other sci¬ 
entific apparatus. 

Moon has been with Eberline 
since 1957. 


Ingersoll Products 
Elects McLary 

Maurice R. mclary has been elected 
president and general manager of 
the Ingersoll Products division of 
Borg-Warner Corp., Chicago, Ill. 
He succeeds James H. Ingersoll, 
now on leave of absence from Borg- 
Warner as director for the U. S. 
foreign aid mission in the Philip¬ 
pines. 

McLary had been executive vice 
president of Ingersoll Products. 


Packard Instrument 
Names Sterling 

Howard T. sterling has been ap- 
pointed chief engineer of Packard 
Instrument Co., Inc., La Grange, 
Ill. He was formerly chief of nu¬ 
clear and industrial product engi¬ 
neering at the Curtiss-Wright Corp. 

Packard Instrument manufac¬ 
tures instrumentation for the meas¬ 
urement of radioisotopes used in 
chemical and biological research. 



Manson Laboratories 
Appoints Radnay 

MANSON LABORATORIES, INC., Stam¬ 
ford, Conn., recently appointed Les¬ 
lie S. Radnay as project engineer 
and consultant for high frequency 
communications. 

Radnay has been engaged for 
many years in the design, develop¬ 
ment and supervision of communi¬ 
cation devices both in his native 
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NOW'S THE TIME TO GET THE FACTS! 

DAYTONA BEAGH 



Only 30.6 miles to Project Nova Expansion 
at Cape Canaveral! Strategically situated 


IN FLORIDA’S 


w 


GOLDEN * 0RL,BD0 
TRIANGLE 


rr 



DAYTONA BEACH 
INDUSTRIAL AREAS 


NOVA MOON 
LAUNCH SITE 

CAPE 

CANAVERAL 


Hungary as well as in this hemi¬ 
sphere. Prior to joining Manson, he 
was employed by Reeves Instru¬ 
ment Co. as chief engineer. 



Bell Aerosystems 
Promotes Schlitt 


HELMUT SCHLITT has been promoted 
to the position of director of engi¬ 
neering for the Avionics division 
of Textron's Bell Aerosystems Co., 
Buffalo, N. Y. 

For the last ten years Schlitt has 
been manager of Bell's Inertial 
Guidance Laboratory at North 
Tonawanda, N. Y. 



Cubic Names Walters 
Products V-P 

GLENN A. Walters was recently ap¬ 
pointed vice president/product re¬ 
search at Cubic Corp., San Diego, 
Calif. 

Walters comes to Cubic from the 
Dalmo-Victor Co. 


James Ladwig Joins 
Rosemount Engineering 

JAMES E. LADWIG, formerly with 
Minneapolis-Honeywell Aero divi¬ 
sion and General Electric Ordnance 
department, has been named to the 
engineering staff at Rosemount En¬ 
gineering Co., Minneapolis, Minn. 
Firm designs and manufactures 


A red-carpet welcome awaits 
you in the Daytona Beach 
Industrial Areas! Look at the 
advantages of locating in this friendly 
METROPOLITAN AREA: 

Ample Manpower —Skilled labor in 
abundance; favorable wage rates and 
living conditions. 

No Labor Problems —Long record of 
harmonious management-labor rela¬ 
tions. High productivity. 

Mild Year-Round Climate —The best 
of Florida’s climate keeps absentee¬ 
ism at an absolute minimum. 
Growing Room —Ample prime indus¬ 
trial sites at low cost; plenty of 
room for expansion. No crowding. 
Sensible zoning. 


Warm Business Climate — Genuine 
community interest in industrial devel¬ 
opment. Full cooperation of local 
business and government. 

Favorable Taxes —No local or state 
personal or corporate income taxes. 
No state ad valorem taxes on real or 
tangible property. 

Top Markets —Florida’s expanding 
$10 billion-plus market...the surging 
Southeast. .. nearby Latin America. 

Excellent Transportation — Modern 
highways, airlines, railroads, truck 
lines, busses, Intracoastal Waterway. 
Ample Power, Water, Fuel —Limitless 
water resources. Electric power capa¬ 
city to keep ahead of all future require¬ 
ments. Plenty of natural gas, fuel oil. 


THE DAYTONA BEACH AREA COMMITTEE OF 100 pledges its complete 
cooperation in helping you find a profitable site for plant relocation or branch 
operation. If financing is a problem, lease-purchase financing is available. 
Direct your inquiry to J. Saxton Lloyd, Chairman, who will hold all such 
inquiries in his personal file IN THE VERY STRICTEST CONFIDENCE. 

DAYTONA BEACH INDUSTRIAL AREAS 

Ormond Beach • Holly Hill • Daytona Beach • Daytona Beach Shores 
South Daytona • Port Orange 


r i 



Mr. J. Saxton Lloyd, Chairman 

Committee of 100, Daytona Beach Industrial Areas 

Dept. E-3, Daytona Beach, Florida 

Please send detailed information on the Daytona 
Beach Industrial Areas. 


NAME. 

TITLE. 

COMPANY NAME... 

ADDRESS. 

CITY.ZONE.STATE. 
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SIZE 11 
WINDING-COMPENSATED 
SYNCHRO RESOLVER 

Precision, lightweight, high-accuracy components with applica¬ 
tions in analog computers and automatic control systems. The 
compensator winding provides feedback voltage for a resolver 
isolation amplifier; the feedback loop automatically adjusts to 
compensate for temperature and frequency variations. Function 
error of the R980-018 is only 0.1%. A compatible transistorized 
amplifier, Kearfott number S3100-01A, is available. 


Part Number 

5R980-41 

CR9 0980 001 
R980-018 

Excitation (volts) (max.) 

60 

26 

Frequency (cps) 

400 

400 

Total Null Voltage (mv) 

25 

10 

Max. Error from E.Z. (minutes) 

5 

5 

Operating Temp. Range ( C) 

-55 to+125 

-55 to+125 


CHARACTERISTICS 


For complete data write Kearfott Division, General Precision, Inc., 
Little Falls, New Jersey. 


KEARFOTT 


DUAL¬ 
CHANNEL 
TRANSISTORIZED 
SUFFER AMPLIFIERS 

These high-performance units are designed to drive Kearfott’s 
Size 11 R980 winding-compensated synchro resolvers. The 
amplifier-resolver combination has stable gain characteristics 
and negligible phase shift through an ambient temperature 
range of -50°C to +85°C. Extremely high resistance to shock 
and vibration. Meet environmental requirement of MIL-E-5272. 

Part Number S3100-01 

Number of Inputs 4 per channel 

Input Impedance (ohms resistive at 25 C) 100,000 
CHARACTERISTICS Voltage Gain 1±0.0005 

Phase Shift (rotor output to input at 25 C) less than 15 min. 
Max. Signal Output Voltage 16 volts 

Gain Stability Over Operating Temp. Range 1-0.05% 

For complete data write Kearfott Division, General Precision, Inc., 
Little Falls, New Jersey. 
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temperature and pressure sensors 
for use in aircraft and in special¬ 
ized applications. 


Tesik Transfers to 
Lockheed Electronics 

JAMES J. TESIK has been appointed 
manager of the quality engineering 
department of Lockheed Aircraft 
Corp. He comes to Lockheed Elec¬ 
tronics from the Lockheed Missiles 
and Space Co., Sunnyvale, Calif. 


PEOPLE IN BRIEF 


Edwin Wheeler promoted to di¬ 
rector of international operations 
by Datex Corp. Ace Electronics 
Associates, Inc., advances Vincent 
DeLaria to mgr. of production. 
A. E. Bennett moves up to value 
engineering specialist for Syl- 
vania’s Reconnaissance Systems 
Laboratories. Howard L. Foote, 
formerly with Stromberg-Carlson, 
named lab mgr. of Chemetron 
Corp.’s Hilltop Laboratories. Mor¬ 
ton K. Blanchard, ex-ACF Indus¬ 
tries, appointed a senior engineer 
at Rixon Electronics Inc. H. Mal¬ 
colm Ogle leaves GE to join Ap¬ 
plied Systems as asst, to the presi¬ 
dent. Joseph J. Sedik, previously 
with Raytheon Co., now marketing 
mgr. for Gabriel Electronics. 
American Components, Inc., ups 
Edward Thompson to v-p in charge 
of engineering. James Franklin 
Sutton of Lockheed-Georgia Co. 
advances to director of research. 
Robert M. Thomas, Jr., senior v-p, 
takes the added post of g-m of The 
Thomas & Betts Co. John L. Perry 
has resigned his regular NAB staff 
engagement to establish his own 
Washington consulting service. 
Robert Dickholtz from United 
Electrodynamics Corp. to Arnold 
Magnetics Corp. as chief engineer. 
Winston E. Kock advances at The 
Bendix Corp. to v-p of research. 
Richard Howe, ex-Fairchild Cam¬ 
era and Instrument, appointed 
mgr. of operations for Industrial 
Control Products, Inc. General 
Motors Research Laboratories ele¬ 
vates Edward F. Weller, Jr., to 
head of Electronics and Instru¬ 
mentation dept. 
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EMPLOYMENT 


OPPORTUNITIES 



WEEKLY QUALIFICATION FORM 
FOR POSITIONS AVAILABLE 


ATTENTION: 

ENGINEERS, SCIENTISTS, PHYSICISTS 

This Qualification Form is designed to help you advance in the elec¬ 
tronics industry. It is unique and compact. Designed with the assistance 
of professional personnel management, it isolates specific experience 
in electronics and deals only in essential background information. 

The advertisers listed here are seeking professional experience. Fill in 
the Qualification Form below. 

STRICTLY CONFIDENTIAL 

Your Qualification form will be handled as "Strictly Confidential" by 
ELECTRONICS. Our processing system is such that your form will be 
forwarded within 24 hours to the proper executives in the companies 
you select. You will be contacted at your home by the interested 
companies. 

WHAT TO DO 

1. Review the positions in the advertisements. 

2. Select those for which you qualify. 

3. Notice the key numbers. 

4. Circle the corresponding key number below the Qualification Form. 

5. Fill out the form completely. Please print clearly. 

6. Mail to: D. Hawksby, Classified Advertising Div., ELECTRONICS, 
Box 12, New York 36, N. Y. (No charge, of course). 


COMPANY 


ATOMIC PERSONNEL INC. 

Philadelphia, Pennsylvania 

DOUGLAS AIRCRAFT CO. 

Missile and Space Systems Div. 

Santa Monica, California 

ESQUIRE PERSONNEL SERVICE INC. 

Chicago, Illinois 

MICROWAVE SERVICES INTERNATIONAL, INC. 
Dcnville, New Jersey 

NATIONAL AERONAUTICS AND SPACE 
ADMINISTRATION 
Washington, D. C. 

NORTHROP CORP. 

Norair Div. 

Hawthorne, California 

NORTHROP CORP. 

Space Laboratories 
Hawthorne, California 

REPUBLIC AVIATION CORPORATION 
Missile Systems Division 
Mineola, L.I., New York 

SYLVANIA ELECTRONICS SYSTEMS • WEST 
Mountain View, California 

UNION CARBIDE NUCLEAR CO. 

Oak Ridge, Tennessee 

WEATHERHEAD COMPANY 
Cleveland, Ohio 

* This advertisement appeared in the 7/20/62 issue. 


SEE PAGE 

KEY # 

84 

1 

10 

2 

84 

3 

* 

84 

4 

*4 

84 

5 

73 

6 

75 

7 

86 

8 

85 

9 

84 

10 

94* 

11 


(cut here) 


electronics WEEKLY QUALIFICATION FORM FOR POSITIONS AVAILABLE 

(Please type or print clearly. Necessary for reproduction.) 


(cut here) 


Personal Background 


NAME . 

HOME ADDRESS . 

CITY . 

HOME TELEPHONE 


ZONE. 


STATE. 


Education 


PROFESSIONAL DEGREE(S) 

MAJOR(S) . 

UNIVERSITY . 

DATE(S). 


FIELDS OF EXPERIENCE (Please Check) 72762 

CATEGORY OF SPECIALIZATION 

Please indicate number of months 

□ at...... 

D Fire Control 

ED Radar 

experience on proper lines. 

Technical 

Supervisory 

1 1 Antennal 

ED Human Factors 

□ Radio—TV 


Experience 

(Meetks) 

Experience 

(Months) 

ED Infrared 

RESEARCH (pure, 



EDasw 

ED Simulators 

fundamental, basic) 

. 


□ Circuit! 

ED Instrumentation 

RESEARCH 

(Applied) 


ew «P • o 

ED Solld stat « 

1 1 Communications 

ED Medicine 

SYSTEMS 



ED Telemetry 

(New Concepts) 

.... 

.... 

1 1 Components 

ED Microwave 

ED Transformers 

DEVELOPMENT 

(Model) 



1 1 Computers 

ED Navigation 

□ Other. 

DESIGN 

(Product) 



□ ecm 

ED Operations Research 

□. 

MANUFACTURING 

(Product) 


.... 

1 1 Electron Tubes 

ED Optics 

□. 

FIELD 

(Service) 



1 1 Engineering Writing 

ED Packaging 

□. 

SALES 

(Proposals & Products) 




1 2 3 4 5 


CIRCLE KEY NUMBERS OF ABOVE COMPANIES' 

6 7 8 9 10 11 12 13 14 15 


POSITIONS THAT INTEREST YOU 

16 17 18 19 20 21 22 23 24 25 
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NASA 

CAREER APPOINTMENTS 

Apollo Manned 
Lunar Program 



SYSTEM CHECKOUT 
RELIABILITY ASSESSMENT 

Office of Manned Space Flight, Washington, D.C. 

The Office of Manned Space Flight has several outstanding career positions 
available in the Directorate of Integration and Checkout for electronic and 
aeronautical engineers with B.S. or advanced degrees. Selected applicants 
will receive permanent appointments as Assistant Directors, Branch Chiefs, 
and Project Engineers to NASA Headquarters Staff in Washington, D.C. 

Space Vehicle System Checkout Electronic engineers are required 
to direct the development of an integrated system checkout equipment for 
the Apollo Manned Lunar Program. Respondents should have experience 
in computer, data processing, analog to digital, or computer input-output 
equipment development. Background in the design, development, and/or 
project direction of system checkout equipment is desirable. 

System Integration Electronic and aeronautical engineers are needed 
to insure the integration of the Apollo space vehicle equipment develop¬ 
ment program. The assignments require several years experience in elec¬ 
tronic or aeronautical missile systems implementation and direction. 

Reliability Assessment The engineers in this group will develop and 
direct the comprehensive and unique reliability assessment project for the 
Apollo Manned Lunar Program. Applicants must be electronic or aero¬ 
nautical engineers, mathematicians or physicists and should have six to ten 
years’ broad experience in missile system reliability program implementation. 

Send brief resume in confidence to: 

Director of Manned Space Flight, Dept. 134-B 
National Aeronautics & Space Administration 
Washington 25, D.C. 

All qualified applicants will receive consideration for em¬ 
ployment without regard to race, creed, color or national 
origin. 




EMPLOYMENT 

OPPORTUNITIES 

frnmi/f 

Coverage ) 

The advertisements in this section in¬ 
clude all employment opportunities— 
executive, management, technical, sell¬ 
ing. office, skilled, manual, etc. 

Look in the forward section of the 
magazine for additional Employment 
Opportunities advertising. 

- RATES - 

DISPLAYED: The advertising rate is 
$40.17 per inch for all advertising ap¬ 
pearing on other than a contract basis. 
Contract rates quoted on request. 

An advertising inch is measured %" ver¬ 
tically on a column—3 columns—30 
inches to a page. 

Subject to Agency Commission. 
UNDISPLAYED: $2.70 per line, minimum 

3 lint's. To figure advance payment 
count 5 average words as a line. 

Box numbers —count as 1 line. 

Discount of 10% if full payment is made 
in advance for 4 consecutive insertions. 
Not subject to Agency Commission. 



Electronic Instrument Technicians 
The Oak Ridge National Laboratory 
Operated by 

UNION CARBIDE NUCLEAR COMPANY 
at 

Oak Ridge, Tennessee 

Has openings for 

Highly skilled electronic instrument technicians 
to work with electronic engineers in the develop¬ 
ment, installation and maintenance of electronic 
systems. Digital data handling, transistorized 
pulse height analyzers, analog and digital com¬ 
puter systems are only a few examples. 

Minimum high school education, with additional 
training in electronics and at least three years’ 
experience in installation and maintenance of com¬ 
plex electronic systems. Entrance rate $3.10 per 
hour: S3.16 per hour after six months. Reasonable 
interview and relocation expenses paid by Company. 

Excellent Working Conditions 
and 

Employee Benefit Plans 

An Equal Opportunity Employer 

Send detailed resume to: 

Central Employment Office 

UNION CARBIDE NUCLEAR COMPANY 

Post Office Box M Oak Ridge, Tennessee 



COMMUNICATIONS APPLICATION ENGINEER 
Analysis of advanced electronic communication sys¬ 
tems including radio, carrier, telephone, microwave: 

Must have design and marketing ex- 
fxW perienee with commercial and mili- 

tary users. 

''^ 3 '' EE depree. 5 yrs. exp. min. 

Send Resume to: 

v Microwave Services International Inc. 

Consulting Engineers 

* Route 46 Denville. N. J. 



DIRECTOR—SPACE DEVELOPMENT 

To head Space and other R&D Projects Lab. 
Active in Material Analysis and Instrumentation 
Development. Must be capable of managing all 
aspects of project. Experience in Radiation, In¬ 
strumentation. and Transistor Circuitry. $20,000. 
Client assumes all expenses. 

ESQUIRE PERSONNEL, INC. 

202 So. State St. Chicago 4, Illinois 



S\ \ 

M E- E/s 

VxT For professional, individualized 

fee-paid service write for confi- 
#^■1 dential application. 

A national employment agency 
for the Nuclear & Scientific Fields. 

If ATOMIC PERSONNEL, INC. 

} ^ Suite 12071,1518 Walnut St., Phila. 2, Pa. 
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Stimulating career opportunities for Reconnaissance Systems Engineers 
at Sylvania on the San Francisco Peninsula 

SYLVANIA ELECTRONIC SYSTEMS—WEST 

offers a broad spectrum of challenging problems involved in Reconnaissance Systems Engineering including: 
Feasibility Studies, Operational Analysis, System Synthesis and Performance Analysis, Application and Devel¬ 
opment of Advanced Techniques, Specification of Constituent Subsystems, Human Factors Engineering and 
Operations Research. Typical areas in which openings currently exist include the following: 

DATA ANALYSIS and SIGNAL PROCESSING. Carry out studies, the objectives of which are the design of new, or 
the refinement of existing data collection systems. Studies range from the analysis required to develop and define 
operating requirements compatible with economic and state-of-the-art considerations, through systems con¬ 
ceptual design in block diagram form and including specification of hardware design approach. 

STATISTICAL ANALYSIS. Perform various statistical analyses at various levels of sophistication, set up math¬ 
ematical models of stochastic processes. Fields of particular interest include experimental design, theory of 
queues, theory of mixtures, allocation of resources, search theory, and general operations research. 

INTERCEPT AND DETECTION. Direct or perform reconnaissance systems operational and technical require¬ 
ments studies; electronic signal environment studies; synthesis of electronic intercept systems from conception 
to hardware specification and system block diagram; analysis of system performance and of data related to 
telemetry, communications, radar and others. Direct or prepare reports and proposals and maintain technical 
contact with customer representatives. 

ANTENNA AND PROPAGATION. Perform analyses of electromagnetic propagation aspects of reconnaissance 
and other systems; analyze direction finding problems and develop direction finding techniques; determine 
antenna requirements and configuration during synthesis of reconnaissance systems. Activities include report 
writing, and customer contacts. 

These openings exist at all experience levels. Advanced degrees in EE, physics, or mathematics desirable. 


SYLVANIA ELECTRONIC SYSTEMS 

Government Systems Management \ ) 

Jbr GENERAL TELEPHONE * ELECTRONICS^ 


Complete information may be obtained by writing , in confidence to 

Roger Harlan 


SYLVANIA ELECTRONIC SYSTEMS • WEST 

P. O. Box 188 • Mountain View, California 
An Equal Opportunity Employer 
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ELECTRONICS ENGINEERS 
& SCIENTISTS 

Explore Today’s Most 
Advanced Projects in 
Near and Deep 


SPACE 

COMMUNICATIONS 

( Vehicle-to-Ground \ 
Vehicle-to-Vehicle / 


A diversity of advanced communi¬ 
cations problems offer you stimu¬ 
lating assignments at Republic's 
Missile Systems Division. These in¬ 
clude communications systems for 
a number of next-generation satel¬ 
lites and hypersonic vehicles. Em¬ 
phasis is on applications of new 
digital techniques in wideband in¬ 
formation transmission; multiplex¬ 
ing, security coding and noise 
reduction. Re-entry blackout com¬ 
munications problems are under 
study; new concepts in IR cameras 
are under development. 

Openings at all levels on 
Systems and Component 
Design & Development, 
Systems Analysis, & 

Test Programs for 

MICROWAVE ENGINEERS 
RADAR ENGINEERS 
COMMUNICATIONS ENGINEERS 
IR & OPTICS SPECIALISTS 

DIGITAL COMPUTER 
SPECIALISTS 


Also, unusually varied assignments 
for CIRCUIT DESIGN ENGINEERS 
with experience in transistorized 
UHF & microwave systems, includ¬ 
ing: High Frequency Pulse Circuits, 
Digital Computer Building Blocks, 
RF Circuits, Communication Cod¬ 
ing Circuits, Feedback Control 
Circuits. 

Write Mr. Paul Hartman, 
Technical Employment Supervisor 

MISSILE 

SYSTEMS 

DIVISION 

REPUBLIC 

AVIATION CORPORATION 


223 Jericho Turnpike 
Mineola, Long Island, New York 

• 

An Equal Opportunity Employer 

J 



New 

Avenues in 
Space Technology 


at AVCO/RAD 

. ★ . 


Electronics I 

.i 


Putting "man among the stars" through 
the design and development of a new 
generation of space vehicles plus a 
multitude of advanced space-oriented 
programs at Avco/RAD have created 
broad vistas of professional advancement 
for qualified engineers and scientists. 

Openings exist for 
Electronic Engineers and 
Engineering Physicists in:. 

Optics & Infrared 
Communications 

Antenna & Microwave 
Equipment Systems 

Deep Space & Re-entry 
Communications 

Component & Circuit Design 

Sensor Development & 
Telemetry Systems 

Radar Cross-Section Analysis 
Airborne Tracking Systems 


The Division is located in a superbly 
equipped $23,000,000 laboratory facility 
in the Boston suburbs. At Avco/RAD 
you will find a liberal benefits program 
including educational assistance. 

Send resume to 
Mr. J. Bergin, Dept. AW 

Avco/RAD is presently associated with 
Apollo, Titan, Atlas, Minuteman, Nike- 
Zeus and other classified space projects. 



Research / Advanced Development 


A Division of Avco Corporation 

201 Lowell St., Wilmington, Mass. 

A n equal opportunity employer 


SEARCHLIGHT 

SECTION 

(Classified Advertising) 
BUSINESS OPPORTUNITIES 
EQUIPMENT - USED or RESALE 


DISPLAYED RATE 

The advertising rate is $27.25 per inch 
for all advertising appearing on other 
than a contract basis. Contract rates 
quoted on request. AN ADVERTIS¬ 
ING INCH is measured % inch verti¬ 
cally on one column, 3 columns—30 
inches—to a page. EQUIPMENT 
WANTED or FOR SALE ADVERTISE¬ 
MENTS acceptable only in Displayed 
Style. 

UNDISPLAYED RATE 

$2.70 a line, minimum 3 lines. To figure 
advance payment count 5 average words 
as a line. 

PROPOSALS, $2.70 a line an insertion. 
BOX NUMBERS count as one line ad¬ 
ditional in undisplayed ads. 

DISCOUNT OF 10% if full payment is 
made in advance for four consecutive 
insertions of undisplayed ads (not in¬ 
cluding proposals). 


FOR RESEARCH — DEVELOPMENT 
& EXPERIMENTAL WORK 


Over 10,000 different electronic parts: wave¬ 
guide, radar components and parts, test sets, 
pulsers, antennas, pulse xmfrs, magnetrons. 
IF and pulse amplifiers, dynamotors, 400 cycle 
xmfrs. 584 ant. pedestals, etc. 

PRICES AT A FRACTION OF ORIGINAL COST! 


COMMUNICATIONS EQUIP CO. 

343 CANAL ST., N. Y. 13, WO 6-4045 
CHAS. ROSEN (Fomerly at 131 Liberty St.) 
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Professional 

Services 


GIBBS & HILL, Inc. 

Consulting Engineers 

Systems Engineering 
Operations Research • Development 
Field Studies • Design • Procurement 
Power • Transportation • Communications 
Water Supply • Waste Treatment 
393 Seventh Avenue New York 1, N. Y. 


FOR MORE INFORMATION 
About Classified Advertising, 

Contact The McGraw-Hill Office 
Nearest You. 


ATLANTA, 9— 

1375 Peachtree St. N.E. 

TRinity 5-0523 
D. HICKS 
BOSTON, 16— 

Copley Square 

COngress 2-1160 
O. DAVIS 
CHICAGO, 11— 

645 No. Michigan Ave. 

MOhawk 4-5800 
W. J. HIGGINS, 

D. BERAN 
CLEVELAND. 13— 

1164 Illuminating Bldg. 

Superior 1-7000 

I. C. HILL 
DALLAS. 7 

1712 Commerce St. 
Vaughn Bldg. 

Riverside 7-9721 
F. LE BEAU 
DENVER, 2— 

1700 Broadway— 
Tower Bldg. 

ALpine 5-2981 

J. PATTEN 
DETROIT, 26— 

856 Penobscot Bldg. 
WOodward 2-1793 
WM. H. GINDER. JR. 


HOUSTON, 25- 

Prudential Bldg. 
Holcombe Blvd. 

Riverside 8-1280 
J. PAGE 

LOS ANGELES, 17— 

1125 W. 6th St. 

HUntley 2-5450 
WM. C. GRIES 
NEW YORK. 36— 

500 Fifth Ave. 
LOngacre 4-3000 
H. T. BUCHANAN 
T. W. BENDER 
PHILADELPHIA. 3— 

Six Penn Center Plaza 

LOcust 8-4330 
WM. B. SULLIVAN 
PITTSBURGH. 22— 

4 Gateway Center 

Express 1-1314 
J. WILLIAMS 
ST. LOUIS. 8— 

7751 Carondelet Ave. 
PArkview 5-7285 
SAN FRANCISCO, 11— 
255 California St. 

DOuglas 2-4600 
J. A. HARTLEY 
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AUTHORIZED FACILITIES 
PROVIDE ONE QUICK SOURCE 
FOR MISSILE 




Wmm 


MILITARY and 


COMMERCIAL 


APPLICATIONS: 


BENDIX 

■soHmu" 

CONNECTORS 


The most trusted name in 
electrical connectors. 


A wide range of types 
and configurations in the 
series of MS Standards • 
Pygmy Types - Rack & 
Panel - Waterproof - thru 
- Bulkhead - Ordnance 
QWL Applications. 


Contact Your 
Nearest 


AVNET 

Sales 
. Engineer 



AVNET. New York 

70 State St., Westbury, L. I., N. Y. ED 3-5800 

AVNET, Los Angeles 

5877 Rodeo Rd., Los Angeles 16, Cal. UP 0-6141 
AVNET, San Francisco Bay.Area 

1262 N.Lawrence St. Rd.,Sunnyvale, Cal. RE 6-0300 

AVNET, Chicago 

10130 W. Pacific Ave., Franklin Pk., III. GL 5-8160 

AVNET. Boston 

45 Wmn St., Burlington, Mass. BR 2-3060 

AVNET, Salt Lake City 

816 S. Main St., Salt Lake City, Utah DA 8-0245 

AVNET, Seattle 

11240 Main St., Bellevue, Wash. GL 4-4911 

AVNET, Phoenix 

3138 E. McDowell Rd., Phoenix, Ariz., 273-1261 
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IN THE EXPANDING FIELD OF 


PHOTOGRAPHY 


THE UNIQUELY CONTROLLED 

CHARACTERISTICS OF 

CLAIREX® 

PHOTOCONDUCTIVE 

CELLS 

a-pARE THE BASES 

FOR A GROWING NUMBER OF 
PRECISION APPLICATIONS 




THE HEART OF THE 

"MICROEYE” 

in the Model 900 Polaroid® Lafiti 
Camera is a Clairex cell of spe¬ 
cial design, with a sensitivity 
capable of controlling the pre¬ 
cise adjustment of the exposure 
mechanism over a light range 
from less than 1/10 of one foot- 
candle to several hundred foot 
candles. 

Clairex Corporation, through: 

• CAREFULLY CONTROLLED 

CHARACTERISTICS 

• CUSTOM DESIGN AND 

• ULTRA SENSITIVITY 

has pioneered the use of photo- 
condutive cells in the photo¬ 
graphic industry. A growing num¬ 
ber of high quality still and 
movie carperas, exposure meters, 
ctors are now 
usin 




Approximately V4 actual size 

The broadest standard line — 

5 Series in both glass and metal 
packages plus unique abilities to 
custom engineer ... because “Photo¬ 
conductors are our only business.” 


LAIREX 

0RP0RATI0N 

8 West 30 Street, New York 1, N. Y. 

The Light Touch in Automation and Control 
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Audit Bureau Associated Business 

of Circulations Publications 


Audited Paid Circulation 


JAMES T. HAUPTLI 


Advertising Sales Manager 


R. S. QUINT: 

Assistant Publisher Buyers' 
Guide and Business Manager 
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Promotion Manager 
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ADVERTISING REPRESENTATIVES 
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Donald H. Miller, Henry M. Shaw, 

George F. Werner 
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(area code 212) 

BOSTON (16): 

William S. Hodgkinson, Donald R. Furth 
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Warren H. Gardner, William J. Boyle 
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NEW! DC STANDARD ACCURATE AND STABLE ENOUGH 
TO CALIBRATE ANY DIGITAL VOLTMETER! 


Now there's a compact source of accurate, precisely adjust¬ 
able DC from zero to over ±1100 volts for just about any 
laboratory or industrial application-including calibrating 
and testing digital voltmeters! It’s KIN TEL’s Model 303 
DC Voltage Standard. 

1 fiv-step adjustments. Look at its seven decaded controls. 
These readout-type dials let you control output in microvolt 
steps from 0 to over ±11 volts, in 10-microvolt steps to over 
±110 volts, and in 100-microvolt steps to over ±1100 volts. 

0.01% accuracy, 0.005% stability. The output is accurate 
to within 0.01% of the dial setting, and is stable to within 
0.0025% for over eight hours and to within 0.005% for 
over 30 days. Resolution is 0.1 part per million of full scale. 

5, 10, 15, or 25 ma current. With the 303, you can get up 


to 25 milliamperes of current on any voltage range, or you 
may limit the output by panel control to 5, 10, or 15 milli¬ 
amperes. If the current you select is exceeded or if the 
output voltage deviates from the dial setting, an overload 
relay automatically disconnects the output terminals and 
causes an indicator lamp to glow. 

Floating guarded circuit. Because the circuit is fully isolated 
from both ground and chassis, and is completely shielded 
and guarded, you may operate it either grounded or floating. 
Common-mode rejection is 120 db at 60 cps. Separable, 
sampling terminals provide effective source impedance at 
the load of 0.001 ohm. 

Price: $2995. FOB., San Diego. (50-cps operation at addi¬ 
tional cost; programmable, AC/DC, and cabinet versions 
at factory request.) Write for literature or demonstration. 






Representatives in all major cities. 572 5 Kearny Villa Road. San Diego 12. California. Phone 277-5700 (Area Code 714) 
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Six nanosecond stage delay in DTL logic circuits - 
seven nanosecond stage delay in RCTL circuits-under 
“worst-case” conditions and with a fan-out of three 



TO-18 Package 


The Epitaxial Mesa construction of the 2N955A means new levels of 
performance in high speed data processing equipment. The outstand¬ 
ing features of this NPN Germanium Transistor include: 

• High Gain-Bandwidth Product—1,000 me typical 

• Low stored charge in saturation .. 45 pC typical 

• High dc current gain over a broad range of collector currents 
hfE = 50 typical 

• Low output and input capacitances...6 pf and 10 pf respectively 

• High dissipation capabilities... 150 mw max. at 25°C free air 
temperature 

In addition to the 2N955A, RCA’s broad line now includes seventeen 
other high-speed germanium switching types. Specify RCA for top 
performance in both silicon and germanium types. 

For additional technical information on the 2N955A, and for a free 
copy of the RCA Semiconductor Product Guide, use the reader reply 
card or write to RCA Semiconductor and Materials Division, Com¬ 
mercial Engineering, Section C-N-7-4, Somerville, N.J 

AVAILABLE THROUGH YOUR RCA DISTRIBUTOR 


RCA 2N955A Electrical Characteristics Free Air Temperature = 25°C 


Characteristics 

Conditions 

Min. 

Typ. 

Max. 

Units 

Collector Cutoff 
Current 

‘CBO 

V CB = 5V,I E = 0 

- 

0.6 

5 

ua 

Collector to Base 
Breakdown Voltage 

bv cbo 

1 ^ — 100 ua, 1 ^ 3 0 

12 

25 

- 

volts 

DC Forward Current 
Transfer Ratio 

h fe 

1^ = 30ma 

V CE = 0.3V 

30 

50 

- 

- 

Small Signal 

Forward Current 
Transfer Ratio 

h fe 

f = lOOmc 
l c = 20ma 

V ce = 5V 

- 

10 

- 

- 

Rise Time 

*r 

See Tech. Bulletin 

- 

6.5 

10 

nsec 

Delay Time 

‘d 

See Tech. Bulletin 

- 

4.5 

- 

nsec 

Storage Time 

t. 

See Tech. Bulletin 

- 

5 

- 

nsec 

Fall Time 


See Tech. Bulletin 

- 

8 

- 

nsec 


RCA SEMICONDUCTOR & MATERIALS DIVISION FIELD OFFICES... 

EAST: Newark, N. J., 744 Broad St., HU 5-3900 • (Camden-Philadelphia 
Area) Erlton, N J., 605 Marlton Pike, HA 8-4802 • Syracuse, N. Y., 731 
James St., Rm. 402, GR 4-5591 • Baltimore, Md., EN 9-1850 • NORTHEAST: 
Needham Heights 94, Mass., 64 "A” St., HI 4-7200 • SOUTHEAST: Orlando, 
Fla., 1520 Edgewater Dr., Suite -1, GA 4-4768 • EAST CENTRAL: Detroit 
2, Mich., 714 New Center Bldg., TR 5-5600 . CENTRAL: Chicago, III., 
Suite 1154, Merchandise Mart Plaza, WH 4-2900 • Indianapolis 5, Ind., 
2132 East 52nd St., CL 1-1405 • Minneapolis 16, Minn., 5805 Excelsior 
Blvd., WE 9-0676 • Denver 11, Colorado, Continental Terrace Bldg., Suite 
301, 2785 N. Speer Blvd., 477-1688 . WEST: Los Angeles 22, Calif., 6801 
E. Washington Blvd., RA 3-8361 • (San Francisco Area) Burlingame, Calif., 
1838 El Camino Real, OX 7-1620 • Seattle 4, Wash., 2250 First Ave. S., 
MA 2-8816 • SOUTHWEST: Dallas 7, Texas, 7905 Carpenter Freeway, 
ME 1-9720 • GOV’T: Dayton, Ohio, 224 N. Wilkinson St., BA 6-2366 • 
Washington, D. C., 1725 “K” St., N.W., FE 7-8500 • RCA INTERNATIONAL 
DIV.,30 Rockefeller Plaza, N. Y 20.N.Y Cable Address-. RADIOINTER, N. Y. 


t 



The Most Trusted Name in Electronics 

Visit the RCA Exhibit a WESCON Booth 1043-1050 
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